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Book & Bookplate 
This bookplate, that thou here seest put, 
It was for Mr. Henderson cut:- 
He ends it with a Latin phrase 
(From Horace): this is what it says:- 
"O thou sweet soother of my cares, 
Be helpful to my proper pray'rs."’ 
| hoped that it was me he meant; 
But oh, that was not his intent. 
He neither read the book nor cut it, 
But pasted in his plate and shut it, 
And sold it when the price had risen. 
I'm glad the book's no longer his'n. 


John Masefield 














Seventh annual 


book review issue 


Polonius. What do you read, my lord? 
Hamlet. Words, words, words. 


Hamlet, Act Il, Line 195 


We offer you the Seventh Annual 
Book Review Issue, not as a series of 
words but as a helpful guide to your 
professional reading. There have been 
some wonderful new books written 
in the last several years, the products 
of many fine minds in dentistry. Nat- 
urally, there are many more works pub- 
lished than any one man can read. 
So, the first function of a book review 
issue is to screen at least a small 
segment of the field and catalogue it 
for your easy choice. 

We believe that this issue covers a 
good cross-section of the new dental 
books. We also believe that our re- 
views are well written and dependable. 


In this manner we hope we will be 
able to cut down the words, words, 
words, into just—words. 


We must thank a number of people 
for the production of this review issue: 
The staff members for their help; the 
reviewers, who are all practicing pro- 
fessional men and who must have 
given of their productive time for this 
labor of love; the authors of the var- 
ious books who spent countless hours 
with their manuscripts; the following 
publishers who were good enough to 
furnish us with the books: W. B. Saun- 
ders Company, The C. V. Mosby Com- 
pany, The Williams and Wilkins Com- 
pany, Dental Items of Interest Pub- 
lishing Company, Incorporated, Year 
Book Publishers, Incorporated, J. B. 
Lippincott Company, Lea and Febiger, 
and The Blakiston Company. 
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| would rather be attacked than unnoticed. For the 
worst thing you can do to an author is to be silent as to 


his works. ° 


—Boswell's Life of Dr. Johnson 


How to book 


good schmeing says 


How to Become a Doctor. A Complete 
Guide to the Study of Medicine, Den- 
tistry, Pharmacy, Veterinarian Medi- 
cine, Occupational Therapy, Chirop- 
ody and Foot Surgery, Optometry, 
Hospital Administration, Medical 
Illustration, and the Sciences, by 
George R. Moon, A.B., M.A., Ex- 
aminer and Recorder, University of II- 
linois Colleges of Medicine, Dentistry 
and Pharmacy. Cloth. Illustrated. Pp. 
131. Price, $2.00. Philadelphia: The 
Blakiston Company, 1949. 


Reviewed by G. M. Schmeing, Ph.D. 


The book comprises an introduction, 
thirteen chapters, an index of schools 
and colleges, and a subject index. 

There is contained a statement of 
the quantitative requirements for ad- 
mission to a medical school, practical 
advice on the choice of a college for 
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pre-medical studies; data on location, 
admission requirements, size of class 
and amount of fee, with usable sugges- 
tions on the choice of a medical school. 


The chapters on the application fot 
admission, the interview, success and 
failure in medical school, and the spe- 
cial problems of the medical student 
are filled with exactly the kind of 
information and advice which the stu- 
dent needs and wants. 


An account of the opportunities for 
women in the study of medicine adds 
much to the value of the work. 


The study of medicine is treated in 
detail with an outline of the courses. 
Dentistry, pharmacy, and fields closely 
allied to allopathic medicine are pre- 
sented. Special value attaches to the 
information relating to these fields in 
view of the difficulty of finding a place 
in the medical school today. 


The author in the past twenty years 
served as registrar and member of 








admission committees in the Univer- 
sity of Illinois. He has interviewed 
twenty thousand prospective medical 
students. This wealth of experience is 
reflected in the ripe and sane advice 
to be found in these pages. 


A detailed discussion of such prob- 
lems as student marriage, finance, hous- 
ing, employment, internships and resi- 
dencies makes the work exceedingly 
practical and helpful. 

The volume fills a great need for the 
student, the advisor, and the adminis- 
trator. 


Gratzinger differs 
slightly with goldman 


Periodontia. A Study of the Histology, 
Physiology, and Pathology of the Perio- 
dontium and the Treatment of its 
Diseases. By Henry M. Goldman, 
D.M.D. Chief of Stomatology and 
Head of the Dental Department, Beth 
Israel Hospital; Peridontist, Massa- 
chusetts General Hospital, Boston, 
Massachusetts; Consultant, Army Insti- 
tute of Pathology, Washington, D. C. 
Second Edition. Cloth. Pp. 611. Illus- 
trated. Price, $12.50. St. Louis: The C. 
V. Mosby Company, 1949. 


Reviewed by Max Gratzinger, 
M.D., M.S., D.D.S. 


Henry M. Goldman presents _ the 
second edition of his “Periodontia” 
which has been revised and largely ex- 
panded and re-arranged. Basically, in 
regard to his philosophy, the book fol- 
lows exactly the pattern which has 
been set in its first version and only 
the chapter “Treatment” has under- 
gone changes and offers additions 


which seem to be of interest and value. 


The re-arrangement of the book into 
ten chapters has been brought about 
by splitting up four of the original 
five chapters and by addition of one 
chapter on “Medicinal Aids in Perio- 
dontal Therapy.” This re-arrangement 
is a very sound measure and contrib- 
utes to a more logical and better build- 
ing up of the material presented. The 
only feature which could have been 
added in this line would have been the 
presentation of the classification of 
periodontal diseases in the second 
chapter instead of the sixth, since 
every one of the Chapters II to VII is 
organized along the lines which are 
formed by Goldman’s classification. 

Chapter I, “Periodontal Anatomy, 
Histology and Physiology” offers the 
material in basic sciences which perio- 
dontal knowledge requires and _ is 
rather limited in its extent. Particu- 
larly the physiology of the tooth sup- 
porting apparatus and of the denture 
as a unit could have been discussed 
more in detail for a better understand- 
ing of the problems which arise in 
cases where abnormal function is one 
of the exciting causes. 


Chapter II, “Pathology,” is certainly 
one of the best presentations of perio- 
dontal histopathology integrated with 
the clinical picture. It is the outcome 
of Goldman’s being a high ranking 
histopathologist and clinician at the 
same time. It covers almost one-fourth 
of the volume and covers the material 
in an exhaustive manner which makes 
its study certainly worthwhile for 
everyone interested in this field of 
dental science. The reproduction of 
the microphotographs is of excellent 
quality. 

Chapter III, “Etiology,” gives a com- 
plete compilation of about everything 
that ever has been made responsible 
for causing periodontal disease. 


Chapter IV, is devoted to “Experi- 
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mental Pathology” which will be par- 
ticularly helpful to those interested in 
periodontal research. 

Chapter V, “Examination” is well 
designed and certainly a very valuable 
guide for students as well as _practi- 
tioners in the clinical investigations of 
periodontal diseases of every type. 

Chapter VI, “Diagnosis,” finally 
brings the author’s classification which 
has been revised and augmented by 
sub-divisions. It is not quite compre- 
hensible why Division II has been in- 
serted since one finds there only a 
compilation of functional, local, excit- 
ing factors which certainly are not to 
be brought in one line with atrophy, 
gingivitis, marginal periodontitis, or 
periodontosis. The different types of 
periodontal diseases are well illustrated 
by good photographs and fair repro- 
ductions of radiographic evidence. 


Chapter VII, “Treatment” has been 
widely enlarged and manifests the most 
significant change in the author’s ideas 
in comparison with the first edition. 
This is the differentiation between the 
treatment of the gingival pocket and 
the intra-bony pocket. In regard to its 
methods, Goldman recommends largely 
quite radical surgical procedures which 
seem to be highly successful in his 
hands but every reader should keep in 
mind that the performance of such 
operations certainly requires great skill 
and experience and should not be 
undertaken without sufficient train- 
ing. The methods employed are very 
well presented and very clearly illus- 
trated and certainly will be of great 
help to those interested in procedures 
of this type. The only thing one may 
miss is the mentioning of possible com- 
plications and difficulties which may 
arise and what to do about it. 


Chapter VIII is an interesting mo- 
nography of “Necrotizing Ulcerative 
Gingivitis.” 

Chapter IX, the new chapter in- 
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serted, deals with “Medicinal Aids in 
Periodontal Therapy” which gives the 
formulae of all kinds of drugs which 
may be applied in periodontal treat- 
ment. 


Chapter X, “Diseases of the Oral 
Cavity” describes the different condi- 
tions found in the oral cavity being 
at the borderline between periodontia 
and general medicine. It is very well 
conceived that the author devotes to 
those diseases a separate chapter in- 
stead of including it in one of the 
previous ones which deal primarily 
with periodontal conditions in the 
strict sense. The conditions described 
are of definite specific nature and 
caused by factors which are either of 
systemic nature or have no direct con- 
nection with the periodontal mecha- 
nism itself. ‘2 


Goldman’s “Periodontia” is one of 
the few books on this subject which 
have the rank of a text book, and, 
therefore, it seems to be justified to 
make the following remarks. Scholarly 
science is searching for the truth and 
consequently the principal should be 
applied that even the scholar who be- 
lieves in some theories should always 
have some doubt in his mind whether 
he is right. ‘The reviewer would like to 
compare scientific theories presented to 
the reader with a muscle. A muscle 
without an antagonist is paralyzed in 
its function and statements of scientific 
nature made in a dogmatic unilateral 
manner without mentioning ideas or 
statements which are opposed to them 
lead to stagnation and lack of further 
investigation. Goldman’s bibliography 
contains the work of Haupl-Land and 
his term “marginal periodontitis” has 
been adopted from their writings. 
Therefore, it would have been con- 
structive to present the view of those 
men in regard to continuous eruption 
and atrophy in this book in order to 
give the reader at least a chance to 








think it over as to whose argument has 
the better approach to scientific truth. 
Otherwise, his book has many inherent 
values. It will be an asset to those 
interested in periodontal science and 
particularly those well experienced and 
previously trained in this field will find 
it very stimulating and full of infor- 
mation. 

It is a powerful book and it will 
strengthen the reader, either by giving 
support to his previous ideas, or as 
an excellent sparring partner. 


Useful to students 
perhaps to dentists 


Medical Etymology. The history and 
derivation of medical terms for stu- 
dents of Medicine, Dentistry, and 
Nursing. By O. H. Perry Pepper, M.D., 
Professor of Medicine, University of 
Pennsylvania. Cloth Pp. 263. Price, 
$5.50. Philadelphia: W. B. Saunders 
Company, 1949. 


Reviewed by Wallace N. Kirby 
A.B., D.D.S. 


This text book, which is written for 
“students of medicine, dentistry and 
nursing,” is a very well organized study 
of the origins of medical words, writ- 
ten with a breeziness and freedom from 
pedantry that comes as near to lifting 
it out of the classification of dull cata- 
logues as is possiblé with any etymol- 
ogy. To say that it will have little 
appeal to the practicing dentist is un- 
fair, just is it is unfair to say that few 
dental students will ever put it to 
much use; the author recognizes that 
the curricula of dental and medical 


colleges is too loaded to permit any- 
thing but a cursory study of the sources 
of words, but he hopes that in its small 
place, the book may be helpful. 


How much actual help is such a 
textbook to the beginning student? 
Certainly, some general information 
concerning the history of words is a 
part of the knowledge of every college 
graduate; more specifically, an under- 
standing of the roots of words, the 
suffixes and prefixes, can be of great 
service to a professional student in 
helping him recall and identify the 
exact meanings of seldom used words 
when they are suddenly encountered 
in his scientific reading. But beyond 
that, any etymological knowledge 
should be the object of a profound 
distrust; not only does an average 
student’s memory serve him badly on 
too many occasions, but the very mean- 
ings of words themselves become 
warped with use and distorted with 
connotation, and definition by pure 
analysis may be a very faulty technique. 
This reviewer can well remember a 
tongue-in-cheek pastime of his father, 
who would answer the difficult ques- 
tions of his teen-age sons as to the 
meaning of a word by an amusing 
journey of circumlocution, in which he 
attempted to hammer a prefix, a root, 
and a suffix into a meaning that might 
remotely resemble the real one. In 
those cases where he did not know the 
answer, it was even more fun, and the 
subsequent trips to the dictionary were 
full of hilarious surprises. Incidentally, 
the medical dictionary, for all its clum- 
siness, is still a vital part of the library 
of every student and practicing dentist. 


Perhaps some question might be 
raised as to the author’s wisdom in 
dividing his lists of words into groups 
and subgroups, such as “physiology,” 
“bacteriology,” “dentistry,” etc. Such a 
method naturally forces an extraordi- 
nary amount of cross-indexing, plus an 
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extra alphabetical index (which ap- 
pears at the end of the book), so that 
the student will not have to waste 
time trying to guess in which group 
the. sought-after word appears. It seems 
to the reviewer that the slight advan- 
tage of being able to study words in 
groups is more than lost in the added 
difficulty of locating them. This, how- 
ever, is a personal opinion; the ar- 
rangement of the book is certainly no 
accident and was a matter of care- 
ful editorial decision on the part of 
the author when the text was being 
written. 


All in all, Medical Etymology, with 
its newsy little sketches of medical 
words, is an addition to any dental 
library, and a useful tool for the be- 
ginning dental student. And coupled 
with a medical dictionary, it might 
even be a helpful’ team to haul the 
practicing dentist from the muddy 
sloughs of Greek and Latin origins. 


Oral pathology 
revised by hill 


A Text-Book of Oral Pathology. By 
Thomas J. Hill, D.D.S. Professor of 
Clinical Oral Pathology and Thera- 
peutics, Western Reserve University, 
Cleveland, Ohio. Fourth Edition. 
Cloth. Illustrated. Pp. 398. Price, $7.50. 
Philadelphia: Lea and Febiger, 1949. 


Reviewed by Evert A. Archer, 
D.D.S., M.D.S. 


Since its first edition in 1929 this 
book has been a standard and popular 
textbook in many dental schools. 
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The new (4th) edition seems justi- 
fied since the past four years have seen 
such remarkable progress in the fields 
of preventive dentistry and dental car- 
ies. ‘The author has added much to 
these chapters to emphasize the latest 
theories and research in the newer 
methods of caries control. 


Teachers of oral pathology and par- 
ticularly periodontia will be most 
grateful to find acceptance and usage 
throughout the text of the new term- 
inology which was accepted by the 
nomenclature committee of the Amer- 
ican Academy of Periodontology in 
1947. This feature alone will accom- 
plish much in eliminating the perplex- 
ing and often synonymous terms which 
have plagued the students of perio- 
dontology. 

In re-editing, Dr. Hill eliminated the 
chapter on Malocclusion of the Teeth 
and Dentofacial Deformities. This was 
no great loss in itself since the space 
was used to good advantage by bring- 


ing up to date several more important 


chapters, including Deep Neck Infec- 
tions of Dental Origin. The illustra- 
tions, some of which have been re- 
placed by new cuts, have in many 
instances been rearranged to effect a 
better continuity with the text. 


Quick reference 


book is good 


Handbook of Dental Practice. Edited by 
Louis I. Grossman, D.D.S., Dr.med. 
dent. Authors: W. Harry Archer, MS., 
D.D.S., Carlisle C. Bastain, D.D.S.; 
Basil G. Bibby, B.D.S., Ph.D., D.M.D.; 
Allan G. Brodie, D.D.S., M.D.; Lester 
W. Burket, D.D.S., M.D.; James R. 








Cameron, D.D.S.; Edward C. Dobbs, 
D.D.S.; Edward M. Grevatt, D.D.S.; 
Louis I. Grossman, D.D.S., Dr.med. 
dent.; A. O. Klaffenbach, D.D.S.; Ben- 
jamin Kornfeld, D.D.S; Howard K. 
Matthews, D.D.S; Balint Orban, M.D., 
D.D.S.; Edward C. Stafne, D.D.S.; J. 
J. Stetzer, Jr., D.DS.; V. R. Trapoz- 
zano, D.D.S.; Joseph F. Volker, D.D.S. 
Cloth. Illustrated. Pp. 417. Price, 
$12.00. Philadelphia: J. B. Lippincott 
Company, 1948. 


Reviewed by Kenneth C. Washburn, 
D.D.S. 


Lippincott’s new handbook of den- 
tal practice has been written to serve 
as a quick refresher and reference man- 
ual or guidebook for the practicing 
dentist. The purpose of the book is to 
give the dentist concise information on 
various techniques without it being 
necessary for him to leaf through cur- 
rent literature or other books which 
are more encyclopedic in scope. 

The contributors, eighteen in num- 
ber, are well known in dentistry. Most 
of them are private practitioners and 
are therefore qualified to contribute 
to a handbook written for the general 
dentist. Many of these men are asso- 
ciated with dental schools and are 
recognized authorities in their* partic- 
ular fields. 

The book is written in two parts. 
The first is devoted to diagnosis and 
treatment; part two is devoted to re- 
storative dentistry. In the first part, 
Dr. Bibby and Dr. Volker discuss 
effectively the attempts to prevent car- 
ies. Dr. Stafne with representative 
roentgenograms has discussed interpre- 
tation and treatment of common path- 
ologic conditions. Dr. Brodie has dis- 
cussed orthodontic problems in an 
effort to give the general practitioner 
a better understanding of the factors 
involved in recognition and treatment. 


Dr. Orban’s series of clinical cases 
of periodontal diseases is exceptional. 
The author, Dr. Louis I. Grossman, 
has discussed endodontia as he prac- 
tices it, effectively. Dr. Burket has 
written an authoritative text on dis- 
eases of the mouth. The first good 
paper on prescription writing for den- 
tists is presented by Dr. Dobbs. 


Dr. Archer has given a resume of 
treatments in local and general anes- 
thesia. Exodontia is discussed by Dr. 
Cameron and Dr. Stetzer, describing 
many of the pitfalls. Dr. Crevatt and 
Dr. Mathews have given a description 
of the direct and indirect methods of 
making inlays; Dr. Kornfeld has dis- 
cussed amalgam and silicate restora- 
tions. 


Dr. Bastian has given dental ceram- 
ics the consideration it deserves. Dr. 
Sweet has discussed pedodontics. Dr. 
Klaffenbach dealt effectively with the 
crown and bridge problem both from 
the mechanical and biologic point of 
view. 

Full and partial denture problems 
were handled by Dr. Trapozzano. He 
has discussed this all-important subject 
both from a standpoint of design and 
of technique of construction. 


I believe that every dentist would 
do well to have this book in his office 
for quick reference. 


Reviewer reviews 


"review of dentistry" 


A Comprehensive Review of Dentistry. 
For Use in Preparing for Dental State 
Board Licensing Examinations. By 
Vincent R. Trapozzano, D.DS., 
F.A.D.P. Editor. Professor of Prosthetic 
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Dentistry, Head of the Prosthetic De- 
partment and Director of Postgradu- 
ate Division, Thomas W. Evans, 
Museum and Dental Institute, the 
School of Dentistry, University of 
Pennsylvania. Professor of Prosthetic 
Dentistry, Graduate School of Medi- 
cine, University of Pennsylvania. 
Cloth. Pp. 661. Price, $6.50. Philadel- 
phia and London: W. B. Saunders 
Company, 1949. 


This is a very interesting book to 
read and also a very worth-while one. 
It is not an easy volume to review 
because it is composed completely of 
questions and answers. 

The title, “Review of Dentistry for 
State Board Examinations,” discloses 
its prime purpose. However, this is cer- 
tainly not its only reason for existence; 
any dentist, neophyte or oldtimer, 
could go through it profitably. It will 
refresh any memory on many familiar 
things—practices that are a part of the 
daily dental office routine; it may also 
brief the reader on some of the differ- 
ent newer methods, drugs, usages of 
dentistry. 

In style the book is much like the 
older state board books in that it is 
in catechism form; this is entirely sat- 
isfactory and probably the only way 
to attempt to cover the whole field of 
dentistry, especially for the man about 
to take a licensing state board exam- 
ination. It is thus similar in design 
to the older books but different in 
that it is edited by one man, Vincent 
R. Trapozzano, D.D.S., F.A.D.P., but 
covered, subject by subject, by twenty- 
four other contributors. 

Its contributors are all teachers, 
many of them quite well known in 
special fields of dentistry. For example, 
John C. Brauer writes Chapter XV, 
Dentistry for Children; Samuel Charles 
Miller contributes to the chapter on 
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Dental Medicine; Eugene Skinner does 
the whole chapter on Dental Materials. 


The book is rather a large one cov- 
ering as it does 603 pages of actual 
text plus fifty-eight pages of index. 
However, as the author explains in the 
preface, “The material in each chap- 
ter was prepared so as to present a 
concise, orderly review of the subject. 
The object has been to avoid a book 
of encyclopedic proportions and yet 
to have sufficient material without 
great gaps in sequence.” This seems 
to have been admirably done. 

As might be expected in a book of 
as broad scope as this, some of the 
questions and answers are debatable. 
However, such incidents seem to be 
at a minimum and do not constitute 
a serious fault in the text. As examples 
of what we mean we quote only the 
following few: 

“Is pentothal sodium (2 per cent) 
a satisfactory office anesthetic? Yes. 
It gives a quick, smooth induction, 
does not deprive the patient of oxygen, 
and there is seldom any nausea, and 
no need for premedication. However, 
patients recover more slowly than with 
nitrous-oxide-oxygen. The administra- 
tion of pure oxygen or 50 percent nit- 
rous-oxide-oxygen as a supplemental 
agent reduces the amount of pentothal 
necessary in lengthy operations.” 

“In what two ways may inlay wax 
be softened for use in the mouth? 
Which is preferable and why? By dry 
or moist heat. Moist heat is preferable 
because the wax is uniformly softened 
throughout and the constituents of 
the wax are less likely to be changed.” 

There is one pertinent observation 
which we must make at this point after 
having gone through this new book 
rather thoroughly: we are very happy 
that we have long since passed our 
state board dental examiation and 
have our license securely nailed to a 
wall in the office. The whole procedure 








seems rather difficult when viewed in 
retrospect. 

Below we reprint several questions, 
taken at random, from this book. We 
would suggest that if these puzzle you 
a bit it would be well worth your 
while to secure a copy of this new 
volume and read it carefully—as we 
did: “Give the chemistry of the bar- 
biturates. What is  arthrogryposis? 
What is polymerization? Give an exam- 
ple. Can antibiotics used orally cause 
a vitamin deficiency? Name two condi- 
tions in which the polymorphonuclear 
leucocytes increase. Describe the anae- 
robic phase of carbohydrate metabo- 
lism. What is the shape of the cells 
found in each layer of the human 
enamel organ? Give the origin, inser- 
tion, actions and innervation of the 
muscles of mastication. Is vitamin D 
toxic?” 


Here's one to 
help the help 


In the Dentist's Office. A Guide for 
Auxiliary Dental Personnel. Hygienist, 
Assistant, Secretary. By G. Archanna 
Morrison. With Contributions by Les- 
ter W. Burket, M.D., D.D.S., J. Murray 
Gavel, D.M.D., Fred D. Miller, D.D.S., 
Clude A. Nelson, D.D.S., Robert Stin- 
off, D.D.S. Drawings by Jean McCon- 
nell. Cloth. Illustrated. Pp. 242. Price, 
$5.00. Philadelphia: J. B. Lippincott 
Company, 1948. 


Reviewed by Evelyn Mass, R.D.H 


Miss G. Archanna Morrison felt that 
there was a great need for a book of 
this type in the dental office for an 


assistant, secretary or manager and 
dental hygienist after her experiences 
as a dental assistant in Boston and her 
experiences as a lecturer and dental 
practice analyst. 

As the author states, it is an answer 
to the three members of the dental 
staff, ‘‘ (1) the assistant who asks ‘How 
can I advance myself by being more 
valuable to my employer?’ (2) the den- 
tist who asks, ‘How can I train my 
assistant so that she can assume the 
executive responsibilities thus enabling 
me to concentrate on the more scien- 
tific services for my patients?’, and (3) 
the hygienist who asks, ‘Where can I 
take a refresher course after graduating 
from a dental hygienists’ school?’ ” 

Part I is written for all dental per- 
sonnel as the author hopes that each 
one will apply and compare this ma- 
terial with her knowledge, experience, 
and personality, and adapt it to the 
office where she is employed. The qual- 
ifications necessary in order to meet 
the public and the manner of even 
answering the telephone properly are 
stressed. She mentions also that only 
authentic material which is available 
at the American Dental Association 
should be obtained to educate the 
patient on reading matter in the recep- 
tion room. 


The second part of the book is 
divided. The first section is written for 
the untrained dental assistant to broad- 
en her knowledge regarding dental 
anatomy, the correct nomenclature and 
phraseology, sterilization of instruments 
as well as the names, numbers, and 
the use of each instrument. The author 
also gives information regarding the 
materials and mixes such as silicates, 
amalgam and cements, as well as the 
procedures of processing X-ray films. 
This chapter should be helpful to any 
assistant. 


The next part of the book is devoted 
to the dental hygienist. A well written 
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chapter on “Oral Medicine” is con- 
tributed by Dr. Lester W. Burket. It 
is part of a series of lectures on Oral 
Medicine given to the dental hygienists 
at the Dental School, University of 
Pennsylvania, in Philadelphia. 

These chapters serve as a review for 
dental hygienists in the recognition 
and charting of the abnormalities of 
the hard and soft tissues for the den- 
tist. In recognizing diseases in early 
stages and informing her dentist of 
her findings, she can render invaluable 
service. The colored chart on the de- 
velopment of the human dentition by 
Dr. Schour and Dr. Massler appears 
here, and can serve as a good reference 
as well as educating the patient re- 
garding children’s teeth. 

“Prevention is Preservation” is writ- 
ten well as a review also for the dental 
hygienist. It involves the reasons why 
the customarily first duty of any dental 
office should be a prophylaxis as well 
as a radiographic survey and education 
in toothbrush technic by the dental 
hygienist. She can at that time correct 
the wrong procedure of toothbrushing, 
which may be causing damage to the 
soft or hard tissues. The author writes 
about the education of the patient 
from the first visit to the final one, 
including the recall program and pro- 
phylactic file. 

Part III of the book delves into the 
clerical and general office duties of a 
secretary or office manager. As the 
author states, the secretary or the hy- 
gienist, as the dentist’s first representa- 
tive, must be careful of her approach 
because it determines future visits of 
patients to that office. 

The information on collections, pre- 
sentation of general estimates, the 
manner in which one can establish a 
basic fee as well as items deductible 
from income tax is worth reading. 

“Helpful Hints” is written by Dr. 
J. Murray and is interesting to know. 
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In conclusion, I find this book to 
be a worth while one to be added to 
any dental office as a constant reference 
and a guide for office personnel. 


English book good 


except on caries 


Operative Dental Surgery. By J. B. Par- 
fitt, L.R.C.P., M.R.C.S., F.D.S.R.C.S. 
(Eng.) Consulting Dental Surgeon and 
Late Lecturer on Operative Lental 
Surgery at Guy’s Hospital Dental 
School, and W. E. Herbert, L.R.C.P., 
M.R.C.S., F.DS.R.C.S. (Eng.) Profes- 
sor of Dental Surgery, University of 
London. Assistant Dental Surgeon, 
Guy’s Hospital, Director of the De- 
partment of Conservative Dental Sur- 
gery and Lecturer on Operative Den- 
tistry at Guy’s Hospital Dental School. 
Internal Examiner in Dental Surgery, 
University of London. External Ex- 
aminer in Dental Subjects, University 
of Leeds. Sixth Edition. Cloth. Pp. 454. 
Illustrated. Price $8.50. Baltimore: 
The Williams and Wilkins Company, 
1948. 


Reviewed by Edward J. Krejci, D.D.S. 


According to the Preface, the Sixth 
Edition is the authors’ intention to 
present the substance of a short course 
of lectures delivered by them to the 
students of the Dental School of Guy’s 
Hospital. 


The book is very well written, small 
in size, so either practitioner or student 
may carry and read at his own pleasure. 


The chapter on “The interpretation 
of Intra-Oral Radiographs” is a worth- 








while addition and proves of great 
value in routine aid to diagnosis. 


The condensed chapters dealing with 
the technical methods of clinical value, 
and the illustrations showing the steps 
in operative dentistry make the book 
good reading material, interesting to 
those dentists who will take the time 
to read it. 


References and short bibliographies 
at the end of chapters always prove of 
value to the reader. 


Unfortunately the chapters on “Den- 
tal Caries,” namely, chapter 7 and 
chapter 8, could and should be brought 
to a more modern concept of today as 
to causes and control. 


Gurney welcomes 


biochemistry book 


Biochemistry of the Teeth. By Henry M. 
Leicester, Ph.D. Professor of Biochem- 
istry, College of Physicians und Sur- 
geons of San Francisco. A School of 
Dentistry. Cloth. Pp. 306. Illustrated. 
Price, $5.00. St. Louis: The C. V. 
Mosby Company, 1949. 


Reviewed by B. F. Gurney, M. S. 


It is long past the hour when a book 
such as this should have arrived on the 
scene. Biochemical facts, reactions, 
composition and theories concerning 
the teeth are abundant in the scientific 
journals, frequently in places where 
one is not apt to readily locate them. 
Accordingly then, as Leicester states in 
his preface, an attempt has been made 
to marshall all available information 
to date into a single source. An indica- 
tion of the depth and magnitude of 


this undertaking may easily be gained 
by simply noting the impressive listing 
of pertinent literature. 

Author Leicester states: “It is the 
purpose of this book to attempt an 
integration of this literature.” Accord- 
ingly, each chapter presents what is 
probably the latest evidence in a given 
field, including even conflicting evi- 
dence when such exists. Occasionally 
voluminous evidence is presented, so 
much so that at times the reader is 
almost lost in a maze of facts, fig- 
ures, names and theories. Fortunately 
though, after such an inundation Lei- 
cester usually attempts an integration 
of the apparently diverse and unrelated 
information. Amazingly enough, the 
integrations are very enlightening and 
frequently suggest ideas for further 
consideration. 


Discrepancies in facts or interpreta- 
tions occur here and there, but these 
may be regarded as minor since in 
even a single given topic authorities 
often support divergent views. 


There seems little doubt that this 
book marks another milestone along 
the road to a better understanding of 
the biochemical composition, condi- 
tions, and reactions associated with the 
teeth. 


Reviewer thinks 


book fine 


Internal Medicine in Dental Practice. By 
Bernard I. Comroe, A.B., M.D., 
F.A.C.P. Late Associate in Medicine 
and Dentistry in the University of 
Pennsylvania; Leon H. Collins, Jr., 
A.B., M.D., F.A.C.P. Associate in 
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Medicine, Schools of Medicine and 
Dentistry of the University of Penn- 
sylvania; Member of the Chest Section, 
Hospital of the University of Penn- 
sylvania; Visiting Physician, Philadel- 
phia General Hospital; Colonel, U.S. 
Army Medical Reserve Corps; Martin 
P. Crane, B.S., M.D., Chief Physician, 
The Misericordia Hospital, Philadel- 
phia; Reserve Consultant in Medicine 
to the U. §. Naval Hospital, Philadel- 
phia; Instructor in Medicine Univer- 
sity of Pennsylvania School of Medi- 
cine. Third Edition. Pp. 550. Ilus- 
trated. Price $6.50. Philadelphia: Lea 
and Febiger, 1949. 


Reviewed by Orion H. Stuteville, 
M.D., D.D.S. 


This book of 550 pages, 81 figures, 
6 colored plates and numerous charts, 
is an attempt to concentrate the sub- 
ject of Internal Medicine into a 
simple, readable text book, which can 
be used by the dental student or den- 
tist as a guide to understanding the 
entire medical problem of the patient 
as associated with oral diseases and 
infections. The book is well organized 
and illustrated; the condensed charts 
are excellent. It is divided into fifteen 
parts, each part covering one system 
of the body or subject. The relation- 
ship between oral infections and other 
diseases of the body is not brought 
out in detail, however the important 
facts are mentioned. 

Part one of the book, Diseases of 
The Heart and Blood-Vessel, is very 
good. To quote paragraph two, page 
89: “There is a group of cardiovascular 
emergencies with which the dentist 
should be familiar. These may occur 
at any time in an individual, and 
often, particularly when he is sub- 
jected to painful procedures, or in a 
hot stuffy room. These include: benign 
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syncope (fainting); epilepsy; Adams- 
Stokes syncope; ventricular fibrillation; 
carotid sinus syncope; cerebral hem- 
orrhage; thrombosis; embolus or 
spasm; paroxysmal dyspnea; coronary 
artery occlusion and pulmonary em- 
bolus.” Also in this section, the 
authors make the statement that many 
progressive dentists record the blood- 
pressure, run an urinalysis and a 
blood-count before performing any 
operative procedures. 

Part thirteen of the book, Foci of 
Infection, is well presented. A very 
broad minded view point is taken, 
without being too far on either the 
radical or the conservative side. 

Part fourteen, The Sulfonamides, is 
covered very well, with certain recom- 
mendations. To quote one chart, 
which is a sample of the numerous 
charts, each representing a summary 
of the chapter or part 

“Precautionary Measures During 
Sulfonamide Therapy.” 

1. Determine whether the patient 
has ever had previous sensitivity to 
any sulfonamide preparation; previous 
untoward reaction from any member 
of this group of drugs should be a 
distinct contraindication to its use 
except in very severe infections. Such 
sensitivity includes drug fever, agranu- 
locytosis, gross hematuria, dermatitis, 
hepatitis or acute hemolytic anemia. 

2. The patient taking any sulfona- 
mide preparation should be seen by 
the physician each day. 

3. The physician must always look 
for jaundice, evidence of anemia, der- 
matitis and injected conjunctivae and 
sclerae. 

4. Any untoward symptom may be a 
precursor of a toxic reaction; inquire 
daily as to the general health of the 
patient, nausea, malaise, headache, 
aching of the body, vomiting and gross 
hematuria. 








5. The urinary output must be 
measured each day and the urine must 
be examined at least grossly for hema- 
turia. A urinary output of 1200 cc. 
per day or more should be maintained 
especially in patients receiving sulfa- 
thiazole of sulfapyridine (to decrease 
the possibility of formation of renal 
calculi). Any marked decrease in uri- 
nary output is an indication to stop 
the drug and force fluids. 


6. A mounting temperature on the 
fourth or fifth day after this has be- 
come normal previously is often a sign 
of drug fever; the drug should be 
stopped in these patients. 


7. Stop the drug and force fluids at 
once if there is drug fever, oliguria, 
gross hematuria, jaundice, acute hemo- 
lytic anemia, rash, conjunctivitis (espe- 
cially with sulfathiazole) or definite 
leuopenia with a decrease in the poly- 
morphonuclear leuko-cytes. 

8. When large doses of sulfonamides 
are used, as in pneumonia, a white 
blood count and differential count 
should be done atleast every two or 
three days; it is preferable, if possible 
to have a complete blood-count (WBC, 
RBC, HB and differential) performed 
each few days during the course 
of sulfonamide therapy. If therapy 
is required for more than seven days, 
a complete blood-count should be done 
every several days even when one is 
employing small doses of these drugs. 


9. The patient must receive an ade- 
quate diet in respect to calories and 
vitamins, and should receive any other 
medications definitely indicated. 


10. There is at present no good evi- 
dence to advise administration of 
alkalis with the sulfonamide drugs ex- 
cept sulfathiazole. In the case of sul- 
fadiazine, there is so little acetylation 
of the drug (20 per cent) that the 
administration of alkali does not seem 


to be indicated; furthermore the acely- 
lated sulfadiazine is more soluble in 
the urine than acetylated sulfapyradine 
or sulfathiazole. Recent evidence sug- 
gests that the simultaneous administra- 
tion of sodium bicarbonate with sulfa- 
thiazole hastens its absorption from the 
gastro-intestinal tract. 


11. If the hemoglobin falls below 40 
per cent during sulfonamide therapy, 
blood transfusions should be given. 
If acute hemolytic anemia does not 
occur, the drug may be continued. 

12. Great caution must be used in 
treating patients with renal or hepatic 
damage with sulfonamide _prepara- 
tions. 

13. Patients receiving sulfonamide 
preparations should not drive auto- 
mobiles or fly planes. 

Part fifteen, the Antibiotics, is short 
and the subject of Antibiotics is 
covered very superficially. ‘This is the 
weakest part of the entire book. 

This is an excellent text book and 
would certainly be of assistance to the 
practicing dentist to better understand 
the problems of the patient. However, 
we should always be conscious of the 
fact, that the dentist should confine 
his work to the treatment of Oral 
diseases. Any information that he dis- 
covers about the patient’s diseases, 
is an an aid to the Oral diagnosis, but 
the treatment of the condition should 
be left to the individual trained to 
treat them. 


Ennis good 


fourth time 


Dental Roentgenology. By LeRoy M. 
Ennis, D.D.S. Professor of Roentgen- 
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ology in the Thomas W. Evans Mu- 
seum and Dental Institute School of 
Dentistry, University of Pennsylvania; 
Professor of Clinical Radiology in the 
Graduate School of Medicine, Univer- 
sity of Pennsylvania; Consultant Den- 
tal Radiologist in the School of Medi- 
cine, University of Pennsylvania; 
Consultant to the Department of 
Radiology, University of Pennsylvania; 
Civilian Consultant, Dental Roent- 
genology, United States Navy; Civilian 
Consultant, Dental Roentgenology, 
United States Army; Consultant, Den- 
tal Radiology, United States Veterans 
Administration. Fourth Edition, Pp. 
538. Illustrated. Price $10.00. Philadel- 
phia: Lee and Febiger, 1949. 


Reviewed by Earl P. Boulger, 
A.B., L.D.S., D.D.S. 


The author has done an unusually 
fine job which makes entertaining as 
well as factual reading for both stu- 
dent and graduate. In the first chap- 
ter on the introduction of the subject, 
the author emphasizes the great need 
of thorough roentgenographic exami- 
nations in this age of dentistry, point- 
ing out that a good roentgenologist 
requires education in this special field. 
The fundamental principles in the 
production of the X-ray is adequately 
covered and the processing, which is 
always interesting, is covered in detail. 


The author deals with the legal 
aspect of the dental roentgenogram on 
pages 247-250 and enumerates the im- 
portant decisions handed down by the 
various courts and the status of roent- 
genograms in our courts. 


The author goes into detail explain- 
ing to the reader angulation and proc- 
essing of film, which makes reading 
interesting as well as instructive. The 
vertical angulation given on page 87 
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is somewhat extreme and might well 
be decreased in the maxilla 5-10 de- 
grees and in the mandible 5-15 degrees, 
which would appear in accordance 
with the angulation many operators 
use. 


However, the important part of a 
course in roentgenology is the inter- 
pretation of the finished product, and 
the author has done a fine job of 
this phase of the subject. The illustra- 
tions depicting the various conditions 
are splendid and give the student 
and graduate plenty of material to 
study that he may qualify as a good 
interpreter of roentgenograms. 

The localization of pulp canals and 
fistulous tracts by the use of definitely 
radiopacic solutions such as lipiodol 
has not been emphasized enough in 
the past and is not generally used as 
it might be. The author devotes 
Chapter XI to this subject and points 
out the objections to other techniques 
such as wires, etc., and his illustrations 
are unusually good, pointing out the 
advantages of the lipiodol technique. 


On the whole, the author has done 
a fine job, and I could recommend 
this comprehensive text to every one 
interested in roentgenology. The book 
is well worth having on one’s library 
shelf if only used as a reference work. 


No orchids 


for this work 


Dental Anatomy. The Form and Func- 
tion of the Permanent Teeth. By Rob- 
ert C. Zeisz, D.D.S., F.A.C D., F.I.C.D. 
Formerly Associate Clinicial Professor 
of Crown and Bridge Prosthesis, Chair- 
man of the Divisions of Tooth Morph- 








ology and Applied Dental Anatomy, 
University of California; and, The 
Form and Function of the Deciduous 
Teeth. By James Nuckolls, D.DS., 
F.A.C.D. Professor of Operative Den- 
tistry, Chairman of the Division of Pre- 
clinical Sciences, Chairman of the Sec- 
tion of Oral Pathology, University of 
California. Illustrated. Pp. 486. Price 
$14.00. St. Louis: The C. V. Mosby 
Company, 1949. 


Reviewed by E. Lloyd DuBrul, D.D.S. 


The developmental trends in the 
morphological sciences since the turn 
of the century have followed an ever- 
increasing shift from the pure descrip- 
tion of spatial relations to concerted 
attempts at correlation between adap- 
tive form and demonstrable function. 
This has led to much richer dynamic 
concepts of morphology and has inte- 
grated anatomy more closely with all 
of the scientific disciplines. However, 
the “development of the morphology 
of the human dentition in the dental 
literature has curiously proceeded with- 
out any correlation to the obviously 
more scientific approach in the study 
of dentitions by comparative and evo- 
lutionary morphologists” (Diamond, 
1935). 


The stated purpose of the text of 
Zeisz and Nuckolls is “to convey to the 
student and practitioner of dentistry 
a complete (italics ours) account of 
one of the fundamentals of his sci- 
ence.” The title page is further in- 
scribed “Dental Anatomy, the Form 
and Function of the Permanent Teeth, 
the Form and Function of the Decid- 
uous Teeth.” Following this are over 
four hundred pages of tedious detailed 
description of both the permanent and 
deciduous dentitions with the admo- 
nition that function in relation to 
tooth form is to be more fully consid- 
ered in the section on occlusion. The 


teeth have a variety of functions and 
adaptations intimately associated with 
structure apart from simply diverse 
masticatory purposes, such as main- 
tenance of individual relations to mas- 
ticatory apparatus, protection of its 
supporting structures, aid in support 
of adjacent teeth, etc. 


Detailed descriptions of the teeth in 
the text are often erroneous because 
a clear picture of function is lacking. 
In describing the root of the maxillary 
central incisor (p. 50) it is said to be 
“more nearly cylindrical in the cervi- 
cal two-thirds . . . conical in the apical 
third.” An adequate understanding of 
form and function reveals that in cross 
section near the cervical portion the 
root is decidedly triangular, two sur- 
faces being directed toward the lingual, 
not only in adaptation to the curving 
arch but in accord with physiologic 
stress. The suspensory action of the 
fibres of the periodontal ligament is 
thus brought into play as the forces of 
occlusion from the lower incisors are 
directed from the lingual and are thus 
resisted by two root surfaces of attached 
fibres. 


Again, in a description of the lateral 
maxillary incisor (p. 55) it is stated 
that this root may be longer than that 
of the central (which is a much larger 
tooth). The functional and adapta- 
tional reasons for this could be made 
understandable if it were pointed out 
that the root of the central must gain 
surface in bulk which it cannot obtain 
in length because of its position under 
the nasal fossae. The lateral is not con- 
fronted with this problem so acutely 
as its often laterally curved root in 
general leads toward the lateral rim 
of the piriform aperture. The canines, 
of course, illustrate this point more 
strikingly. 

The chapter on occlusion (p. 320) 
again deals with mere detailed descrip- 
tion, that of the relation of cusp to 
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groove in the various positions of the 
jaw. A polite bow is made in the direc- 
tion of function by such naive state- 
ments as: “among the various func- 
tions . . . to contribute to the general 
appearance of the face” (?). Imme- 
diately following this is a completely 
erroneous paragraph on centric occlu- 
sion in which it is stated: . what 
is commonly known as the rest posi- 
tion, or a straight closure, whereby the 
condyles of the mandible are in a 
posterior position in the glenoid fossa.” 
The briefest consultation with any 
modern anatomical text would have 
made such statements impossible. The 
most enlightening page concerning 
function is the excerpt from Leonardo 
da Vinci serving as frontispiece. 

As regards the illustrations, certain 
general comments must be made con- 
cerning the greater part of the draw- 
ings. First the maxillary teeth are pic- 
tured in the reverse position to that 
which they naturally assume with the 
occlusal portion downward. Different 
views of supposedly identical speci- 
mens do not match, as the dispropor- 
tionately wide maxilla and flaring 
dental arch (p. 6) compared with the 
acclusal view of a square parallel-sided 
arch (p. 9). Sections of teeth do not 
match; i.e., labio-lingual sections show 
pulp chambers abnormally close to 
the dentino-enamel junction as com- 
pared with mesio-distal sections (p. 
77 and p. 87). The schematic drawing 
of tooth and supporting structures (p. 
25) certainly warrants comment. The 
only possible tooth that this could be 
is the first maxillary premolar. Most 
probably an antrum would be visible 
in the drawing, the labial plate would 
be much thinner than the palatal and 
the arrangement of the various por- 
tions of gingival tissue would be en- 
tirely different. Cortical bone and 
spongy bone trabeculae arranged in 
accordance with functional stress show 
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an entirely different picture in actual 
slides. The serious misconception 
offered to the student studying the 
arrangement of the principal fibres of 
the periodontal ligament certainly does 
not lend to his understanding,the sus- 
pensory function of this structure. I 
do not believe the label “schematic” 
permits gross error. 


Some of the illustrations of the ex- 
ternal form of the teeth are decidedly 
unreal and reveal a serious objection 
to the methods of arriving at a concept 
of an “ideal tooth.” 

The variations always of concern to 
writers in “Dental Anatomy” most 
probably conform to some _ biologic 
pattern of normal range of variability 
more or less specific for varying racial 
as well as morphologic types. Such nor- 
mal ranges of variability in the rela- 
tion of upper to lower dental arches 
as correlated with head form and cra- 
nial index has been demonstrated by 
Bjork (in press). Differing ranges have 
been established for Scandinavian as 
compared with Bantu populations. 
Human teeth are most certainly still 
in the process of evolution (Dahlberg 
1945) and thus only a slowly changing 
normal range of variability can be 
arrived at. Teeth must be studied from 
sets of teeth of known morphological 
types so that a molar “normal” for one 
morphologic group is not associated 
with an incisor “normal” for an en- 
tirely different racial pattern. Thus, 
establishing an “ideal tooth” from 
6,000 miscellaneous teeth collected 
from dental students by the authors 
is most certainly not scientifically valid. 
The discussion of any further details is 
hardly necessary, merely discouraging. 

The only justification for the appear- 
ance of an additional text on an estab- 
lished scientific subject is either for 
the introduction of a new concept or 
for a more adequate correlation of 
recent advances in the field and allied 








subjects. As none of the primary objec- 
tives of a satisfactory text are achieved 
in this book, it is more than redun- 
dant. It is undesirable. 


Thoma's diagnosis 


covers the field 


Oral and Dental Diagnosis. With sugges- 
tions for Treatment. By Kurt H. 
Thoma, D.M.D., F.D.S.R.C.S.Eng. Pro- 
fessor of Oral Surgery, Emeritus, and 
Brackett Professor of Oral Pathology, 
Harvard University; Lecturer on Oral 
Surgery, The Graduate School of 
Medicine, University of Pennsylvania. 
With Contributions by Henry Gold- 
man, D.M.D. Head of the Dental De- 
partment, Beth Israel Hospital, Bos- 
ton and Fred Trevor, D.M.D.  For- 
merly Instructor in Oral Pathology, 
Harvard Dental School. Third Edi- 
tion. Cloth. Illustrated. Pp. 563. Price, 
$9.50. Philadelphia: W. B. Saunders 
Company, 1949. 


“Reviewed by William P. Schoen, Jr., 
B:S.; D.DS., M.DS: 


It may or may not be right to read 
a book for review when one is very 
familiar with the other works of the 
same author. However, in this case, 
to use a Goldwynism, we were preju- 
diced in favor of this book before we 
even examined it. We have read most 
of Thoma’s writings to our great sat- 
isfaction. 

One thinks of the author mainly as 
an oral surgeon because this has been 
his forte through the years. However, 


this book deals with complete dental 


diagnosis covering such varied things 
as odontitis, halitosis, periodontal dis- 


eases, radiography, malocclusion, frac- 
tures and carcinoma—to name but a 
few at random. The author proves 
himself an excellent clinician from his 
evident knowledge of the whole of 
dentistry as presented in this work. 


The book has the principal intent 
of helping the operator to establish a 
diagnosis. Secondarily it suggests spe- 
cific treatments. It is not a book on 
basic pathology, as it tells only those 
things about each disease which will 
be of assistance in establishing recog- 
nition of the entity; it does not delve 
deeply into the theory and causes of 
diseases. 

There are two parts to the volume: 
Part I, Principles and Methods of 
Examination and Diagnosis. Part II, 
Diagnosis and Treatment of Dental 
and Oral Diseases. Of these two parts, 
the greater number of pages, 392, is 
naturally given to Part II as compared 
to 123 pages in Part I. 

Part I considers the methods of tak- 
ing a case history and making a physi- 
cal examination. The various labora- 
tory tests such as blood examination, 
urine analysis, etc. are described spe- 
cifically. Special examinations for den- 
tal and oral diseases are explained— 
electrical and thermal tests, bacterio- 
logic examination, the taking and 
examination of biopsy material. There 
is a fairly good section on roentgen 
examination. 

Part II considers diagnosis of specific 
disease entities of the oral cavity and 
suggests treatment. This section is very 
complete in that it covers innumerable 
dental ills from the possible causes of 
halitosis to the symptoms and treat- 
ment of serious pathologies such as 
carcinoma. This part of the book and 
an excellent index make the treatise 
a fine, quick, clinical reference. Prac- 
tically any dental condition to be met 
with in practice will be easily found 
in this book; it will be described in a 
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brief. but lucid fashion. 

The one fault that we might find 
with this volume is that the author has 
overused his illustrations—many of 
them will be found in other of his 
books. Perhaps this is unimportant 
if the author makes his point. 

A short glossary and a fairly large 
bibliography add further usefulness 
to this text. 


So sorry 


can't recommend 


Diagnostic Oral Roentgenology. By Wil- 
liam E. Durbeck, A.B., D.D.S., Consult- 
ant, Department of Oral Surgery, Ro- 
bert B. Green Memorial Hospital, San 
Antonio, Texas; Civilian Consultant, 
Brooke General Hospital, Fort Sam 
Houston, Texas; Associate Editor, 
Journal of Oral Surgery; American So- 
ciety of Oral Surgeons; Past President, 
Southwestern Society of Oral Surgeons; 
Diplomate, American Board of Oral 
Surgery; Author, “The Impacted 
Lower Third Molar.” Cloth Pp. 236. 
With 345 Illustrations. Brooklyn: Den- 
tal Items of Interest Publishing Com- 
pany, Incorporated, 1948. 


Reviewed by Sigmund F. Bradel, D.D.S. 


This book is divided into two parts, 
Part I containing chapters on Techni- 
cal Considerations, Exposure ‘Technic, 
and Roentgen Anatomy, and Part II 
being devoted principally to a discus- 
sion of pathological conditions of den- 
tal and non-dental origin as recorded 
on the roentgen film. 

The basic principles of roentgenog- 
raphy are so superficially, and often 
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times inaccurately presented, that the 
reader will gain little from this section 
of the text. This reviewer does not 
agree with the author that “Detail 
knowledge as to the construction or 
function (italics not in original) of his 
equipment is superfluous. This is espe- 
cially true of the dentist. Modern de- 
sign has so effectively come to his 
assistance that in practically all cases 
his problem is no more complex than 
the operation of his radio. There is no 
longer any reasonable need for de- 
tailed and precise knowledge of the 
phenomenon he controls. Instead a 
nodding acquaintance with the gen- 
eral principles will suffice.” There are 
a multiplicity of factors that enter into 
the production of roentgen films of 
diagnostic quality, and unless the oper- 
ator of the X-ray unit, dental or other- 
wise, thoroughly understands the prin- 
ciples involved and applies them cor- 
rectly, satisfactory results cannot be 
obtained consistently. 


Only one example of the inaccura- 
cies present in the text will be cited. 
The author states on page 15, “The 
role of the filament is purely an 
adjunct, serving only to govern the 
amount of milliamperes which can 
pass through the tube. A rheostat to 
control the activity of ‘the filament, 
and the ammeter to measure its cur- 
rent provide facilities of maintaining 
the filament at any desired heat. The 
degree of heat generated by the acti- 
vated filament is that factor which 
determines the amount of milli-amper- 
age which can be passed through the 
tube. The more heat generated the 
more milli-amperage can be directed 
from cathode to anode.” Actually, the 
filament is the source of the electrons 
or “cathode stream” which are accel- 
erated by the application of the high 
voltage current against the anode to 
produce X-rays. The milli-amperage 
applied to the filament controls its 








temperature and consequently the rate 
of emission of the electrons, the higher 
the temperature the more electrons 
emitted per second. Thus, when all 
other factors are kept constant: the 
milli-amperage applied to the filament 
is directly related to the exposure 
time required to produce films of cor- 
rect density. 


The technic of exposure described 
by the author is one that is used quite 
generally. Even when used carefully, 
the resulting films are, most frequently, 
of poor quality. Very correctly, the 
author states that “Image distortion 
from excessive film bending is a most 
frequent fault of dental technique. . .” 
But he. goes on to say that, “Of course, 
a slight amount of bending is usually 
necessary, hence some,small degree of 
distortion is unavoidable.” Again, this 
reviewer does not agree. There are 
many simple and practical methods by 
which bending of the films can be 
avoided in all areas and in all 
cases except those presenting gross 
deformities. 


In Part II the pathological lesions 
most frequently occurring in the oral 
tissues are briefly discussed. Verbal de- 
scriptions of pathologic changes which 
can be shown in the Roentgen film 
are most difficult without adequate 
illustrations or reproductions of the 
films. In this text, the publisher has 
failed to approach the advances that 
have been made in the printing art. 
As a result the reproductions of the 
films are worthless from the standpoint 
of supplementing the textual material. 


Because of the superficial treatment 
of many phases of this important divi- 
sion ‘of clinical dentistry, and because 
of the many inaccuracies, together with 
the poor illustrations, this book is not 
recommended. 


Archer lauds 


orban and friends 


Oral Histology and Embryology. Edited 
by Balint Orban, University of Illinois, 
College of Dentistry, Chicago, Illinois. 
Second edition. Illustrated. Pp. 364. 
Price, $8.00. St. Louis: The C. V. Mos- 
by Company, 1949. 


Reviewed by Evert A. Archer, 
D.D.S., M.D.S. 


It is a pleasure to have the privilege 
of reviewing this fine book which has 
reached its second edition since its first 
printing in 1944. 


Dr. Orban has not only changed the 
color of the cover from maroon to 
green, but has rearranged the integral 
part of the text and has added several 
fine illustrations and diagrams. 


In the past decade and particularly 
in the last five years much progress 
has been made in the field of oral 
histology. Evidence of the progress is 
apparent where the editor has included 
a photograph from the electron micro- 
scope. Cognizance of further advances 
and future progress in research is to be 
expected when the electron microscope 
and the methods of histo-chemistry 
have been applied more widely to oral 
histology. 

Dr. Orban has adhered to the orig- 
inal plan of pooling the knowledge 
and mutual criticisms of his many col- 
laborators. While the number of colla- 
borators has remained about the same, 
some have left the group and new 
members have joined with splendid 
contributions. The book is indeed a 
pooling of resources drafted by recog- 
nized authorities in their specific fields. 
There is no doubt but what the result 
presents a sincere effort in scientific 
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cooperation and simplicity which every 
reader will appreciate. 

The new edition has several im- 
provements, mainly that of better inte- 
gration and a more logical sequence 
of material has been accomplished. 
New findings from the research labora- 
tories have been included as well as a 
hypothetical explanation or interpre- 
tation wherever factual evidence is still 
incomplete. 

One of the outstanding features of 
this book is that the end of each chap- 
ter contains remarks on the clinical 
considerations and its application to 
the basic biological principles in the 
practice of dentistry. 

This modern textbook should be of 
help to the undergraduate student, 
graduate student, and included in the 
library of the practicing dentist. ‘This 
is a textbook dedicated to those who 
recognize that clinical procedures are 
based on the knowledge of normal 
structures. 


Pelton and wisan 


do good job 


Dentistry in Public Health, Edited by 
wane 7. Petton;, BS. DDS., 
M.S.P.H., Senior Dental Surgeon, U.S. 
Public Health Service, Colorado, and 
Jacob M. Wisan, D.D.S., M.S.P.H., Di- 
rector, Joseph Samuels Dental Clinic, 
Rhode Island State Hospital, for the 
Dental Health Section of the American 
Public Health Association. Cloth. II- 
lustrated. Pp. 363. Price $5.50. Phila- 
delphia and London: W. B. Saunders 
Company, 1949. 


Reviewed by John E. Chrietzberg, 
D.D.S., M.P.H. 
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For many years it has been known 
that a textbook on dentistry in public 
health should be developed. Drs. Wisan 
and Pelton accepted the assignment and 
have assembled .a varied assortment of 
valuable information covering almost 
every phase of public health dentistry. 
This material was prepared by experts 
in specialized fields including research, 
biochemistry, administration, sociology, 
economics, nutrition, professional or- 
ganizations, and the operative program 
from the local to federal level. Each 
chapter is written and presented in a 
fashion that can be understood and 
enjoyed by dental students and mem- 
bers of the dental profession especially 
those who have an interest in the pub- 
lic’s dental health and welfare. 


Until the publication of this book, 
neither students in public health nor 
the dental profession had an authorita- 
tive reference. By using the book as a 
guide in the development of a dental 
program, the public health dentist has 
at his immediate disposal a great deal 
of authentic source material that will 
save him many hours of tedious work, 
study, and very likely many costly or 
unfruitful undertakings. The dental 
health problem is clearly defined, ma- 
terials and services that are available to 
attack the problem are presented, and 
the methods of applying the tools we 
have at our disposal for the most effec- 
tive results are enumerated. The man- 
ner and the order in which the ma- 
terial is arranged and presented is defi- 
nitely of value to the reader, especially 
the student and dentist who may be 
theoretically developing or implement- 
ing a public health dental program. 


The authors are to be commended 
for their selection of contributors who 
helped to make such a book possible. 
By studying the contents of this book, 
any dentist may obtain a thorough 
knowledge of the public health dental 
problem and how modern dental 








health programs are being established 
and conducted to improve the dental 
health of the people. “Dentistry in 
Public Health” should be adopted as 
a mandatory textbook in every dental 
school. 


Helpful to young 
and old: oppice 


Review of Dentistry. Questions and An- 
swers. Edited by James T. Ginn, B.S., 
D.D.S. Professor and Chief of Division 
of Operative Dentistry, Professor of 
Oral Medicine, University of Ten- 
nessee College of Dentistry, Memphis. 
Formerly Assistant Professor of Patho- 
logy, Histology, and Radiology, Loyola 
University of the South, School of Den- 
tistry, New Orleans. Formerly a Car- 
negie Fellow in Dentistry, University 
of Rochester, School of Medicine and 
Dentistry, Rochester, New York. Cloth. 
Pp. 810, Price $5.75, St. Louis: The 
C. V. Mosby Company, 1949. 


Reviewed by Harold W. Oppice, 
D.D.S. 


This is a question and answer re- 
view, commonly referred to as a “State 
Board” book. It is the third completely 
new and modern work of its kind to 
be published since the close of World 
War II. Prior to that time there were 
but two nationally known books in 
this field, one by Goepp and one by 
Ludy. Latest editions of both are dated 
1928. It is obvious that Ginn and the 
others have been welcomed by dental 
state board applicants. Ginn points out 
that he had a three-fold purpose in 
preparing the volume: first, to serve 


as a guide for those preparing for State 
and National Board examinations; 
second, to serve as a review for the 
undergraduate ‘student; third, to serve 
as a ready reference for the practi- 
tioner. It is doubted that many of the 
two latter groups will avail themselves 
of this very comprehensive, well pre- 
pared and authoritative storehouse of 
dental information. Most undergradu- 
ates rely on their prescribed text books 
and notes on lectures given by their 
instructors. Most practitioners, if and 
when they review, depend on informa- 
tion published in their scientific jour- 
nals. This is not intended to deter 
these groups from obtaining a copy 
and using it as a handbook. We know 
they would be benefited. Twenty-eight 
consultants are listed, each of whom 
is a recognized authority in his special 
field. The book is divided into twenty- 
three chapters, each devoted to one 
of the basic sciences related to dentistry 
or one of the many phases of clinical 
practice. 


Sauer sweet 


on year book 


1948 Year Book of Dentistry. Edited by 
Lester Cahn, D.D.S., Donald A. Keys, 
D.D.S., A.B., Carl W. Waldron, M.D., 
D.D.S., Stanley D. Tylman, D.D.S., 
M.S., George R. Moore, D.D.S., M.S. 
Cloth. Illustrated. Pp. 656. Price, $5.00. 
Chicago: The Year Book Publishers, 
Incorporated, 1948. 


Reviewed by Andrew W. Sauer, Jr., 
D.D.S. 


The “1948 Year Book of Dentistry” 
again hits a high spot and is a “must” 
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in every dentist’s library. For the aver- 
age practitioner, who perhaps is too 
busy to attend all society clinics and 
lectures, it is very valuable. It enables 
him to keep abreast with the progress 
made in his profession. 


Dr. Edgar D. Coolidge’s article on 
Periodontia, found:in Part I of this 
book covering Oral Pathology and 
Oral Medicine, was found to be very 
enlightening. His article is very well 
organized and written in a manner that 
is very understandable and helpful. It 
is a subject that many men are con- 
stantly seeking information on in order 
to administer proper treatment to their 
patients. 


Part II, on operative Dentistry, bore 
a slight amount of repitition of the 
1947 book, however it was instructive. 
Sodium Fluoride information and ap- 
plication was well stressed and should 
be read. It is a rather new advancement 
in dentistry and according to a report 
of the Chicago Dental Society it was 
the most sought-after information at 
the recent Mid-Winter Meeting. 


Part III on Oral Surgery was again 
well ‘written in this year’s edition. In- 
formation on “Anesthesia and Anal- 
gesia” was very clear, plain, and con- 
structive, providing fine diagrams for 
measurements for “Intraoral Block of 
Maxillary Nerve.” Dr. Bernard M. 
Cohen’s article on “Balanced Anesthe- 
sia for Oral Surgery in Ambulatory 
Patients” was good. Many interesting 
advances in extractions are presented 
in the 1948 Year Book which I found 
very applicable. Cysts, tumors and 
other infections found in the oral cav- 
ity were well described in detail. 


Part IV, under the supervision of 
Dr. Stanley D. Tylman, on prosthetic 
dentistry, delved into the study of 
acrylic resins. In the past few years 
little or no outstanding development 
in acrylic resins have been recorded; 
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pros and cons on this material, with 
its uses in dentistry are well covered. 
Valuable information on advancements 
of agar agar hydocolloids for accuracy 
are found in this section. Full and par- 
tial denture problems with difficult 
case histories are well discussed, and 
solutions suggested which may be of 
great help to any reader. 


Part V, the final section of this book 
was on Orthodontia, under the guid- 
ance of Dr. George R. Moore. Being 
a general practitioner and not treating 
any orthodontia problems I feel I 
would be of little value expressing 
opinions. However, I found it interest- 
ing to read and of some value in my 
practice as to certain things to look 
for and answers for the ever-ques- 
tioning mother who wants to know the 
welfare of her growing children’s teeth 
esthetically. 


Small book 


gets small praise 


Oral Bacterial Infection. Diagnosis and 
Treatment. By Lyon P. Strean, M.Sc., 
Ph.D., D.D.S., F.A.P.H.A., Director of 
Research Novocol Chemical Manufac- 
turing Company, Incorporated, Brook- 
lyn, New York; formerly Director of 
Bacteriology, Ayerst McKenna and 
Harrison, Ltd., Montreal, Quebec, and 
New York, New York; Associate Editor, 
Dental Items of Interest; Consultant 
in Bacteriology, Hebrew University, 
Jerusalem; Consultant in Bacteriology, 
Israeli Government Laboratories, Jeru- 
salem. Cloth. With 57 Illustrations. 
Pp. 185. Brooklyn: Dental Items of In- 








terest Publishing Company, Incorpor- 
ated, 1949. 


Reviewed by Thomas L. Grisamore, 
D.D.S. 


This text of 185 pages does not lend 
itself to a very complimentary review 
and it is much easier to point out the 
unfavorable features as they strike me 
as being most outstanding. 


The title of the volume in itself is 
misleading, as the contents are more 
those of a general bacteriology book 
with the addition of incomplete dis- 
cussions of the diagnosis and treatment 
of conditions caused by some of the 
organisms. In neither the discussion 
of the organisms nor the discussions of 
the diagnosis and treatment does the 
author limit the book to oral infec- 
tions. The illustrations for a book of 
this type are poor in comparison with 
those found: in standard bacteriology 
texts, those of the organisms being 
drawings which are rather inadequate 
and several photomicrographs used 
being, in my opinion, incompletely 
labeled. The substance of the text has 
a standard approach to the discussion 
of each organism but, of necessity, in 
keeping the book so small many are 
incomplete and for this reason are of 
doubtful value. 


In the preface it is stated that the 
volume “is not intended as an exhaus- 
tive study of bacteriology and immu- 
nology but rather as a text for medical 
and dental students, preparing for 
final examinations, and for the general 
practitioner requiring certain — basic 
information quickly.” I hesitate to 
recommend to any of those mentioned 
above. 


Napolilli praises 


surgery volume 


Surgery of the Mouth and Jaws. By 
Julious Roy Bourgoyne, B.S., D.D.S. 
Diplomate of American Board of Oral 
Surgery; Member American Society of 
Oral Surgeons; Chief of Oral Medicine 
and Surgery Staff, John Gaston City- 
County Hospital; Associate Professor 
in Charge of Oral Surgery and Anes- 
thesia, University of Tennessee College 
of Dentistry, Memphis, Tennessee. Pp. 
646. Illustrated. Price $12.00. Brook- 
lyn Dental Items of Interest Publishing 
Company, Incorporated, 1949. 


Reviewed by Francis A. Napolilli, 
B.S., D.D.S., M.D. 


A volume well written in clear and 
concise statements, disclosing the basic 
concepts of Oral Surgery Practice, and 
is very easily read. 

Methods of diagnosis are particua- 
larly well presented through chapters 
on Examination of the Oral Cavity 
and Radio Graphic Technics. It pre- 
sents the fundamental facts and is well 
illustrated photographically. 


Following this are chapters with im- 
portant information which are _pre- 
liminary to the surgery as “Operating 
Room ‘Technics’, ‘Diet’, ‘Sutures’, 
“Anesthesia”, “Shock”, “Hemorrhage”, 
and a well written discussion on drugs; 
stress being on the use of penicillin 
therapy and sulfa drugs. 

Included in the latter chapters is 
Oral Surgery Technics with  subse- 
quent Etiology, Pathological discus- 
sions, plus an informative discussion 
on Post-Operative treatment and com- 
plications, all of which assumes a justly 
important part of this volume. 


. ee ‘ 
The feature chaptets included in 
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the above portion of the book are ‘“Im- 
pacted and Embedded, Teeth”, “Cyst 
of the Jaws”, “Abcesses”, “Fractures”, 
and the “Tempo Mandibular Joint,” 
with many x-ray cuts, and fundamental 
drawings which are essential to both 
student and professors of Oral Surgery. 
Following each chapter are detailed 
summary notes in outline form, which 
particularly enhance the value of this 
very excellent volume. 


New dictionary 


no featherweight 


New Gould Medical Dictionary. Editors 
Harold Wellington Jones, M.D., Nor- 
mand L. Hoerr, M.D., and Arthur 
Osol, Ph.D., with the cooperation of 
an editorial board and 80 contributors. 
Cloth. Pp. 1294. Illustrated. First edi- 
tion. Price $8.50. Philadelphia: The 
Blakiston Company, 1949. 


Reviewed by Wm. P. Schoen, 
A.B., M.A., M.D. 


A dictionary is a book containing 
the words of a language or of any sys- 
tem or province of knowledge, usually 
arranged alphabetically, with their 
meanings. 

Blakiston’s New Gould Medical Dic- 
tionary fits this definition but also goes 
beyond it. If the book were to be criti- 
cized it would be for this latter point; 
it goes much beyond the scope of what 
we normally think of as a dictionary— 
and incidentally in size, too, as it 
weighs eight pounds. However, many 
would not think this criticism just; 
instead they might welcome the book 
as a reference. If we think of a dic- 
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tionary as essentially a quick utility 
book, or a handy book which is kept 
on the desk or near a lounging chair 
in which studying or much reading is 
done, then we will find this dictionary 
large and cumbersome. This is the 
only criticism we can make of the book 
so we start out with it, and proceed to 
more pleasant aspects. 

As a sample of fine printing the New 
Gould Medical Dictionary is beauti- 
ful. Its lines are leaded out and this 
welcome white space makes it easier 
reading than most dictionaries. Of 
course, this again has added to its size 
and weight, but also to its readability. 

In checking it in spots with other 
medical dictionaries we find that it 
compares favorably word for word. It 
seems to contain a goodly number of 
special dental terms which will make it 
useful to the dentist. It apparently con- 
tains many of the new medical terms 
for we found all of the new words 
which we checked such as the various 
new antibiotics, dental acrylics, etc. 

The middle spread or center section 
of the book is given over to illustrative 
plates in color; the skeleton, joints, 
muscles, blood circulation, etc. are pic- 
tured here. For the dentist is the now 
famous chart by Schour and Massler 
of the development of the human den- 
tition. In this section will also be found 
the usual number of photographs of 
skin lesions including tertiary syphilis 
and leprosy, so dear to the hearts of 
all book-makers. 

So we will say that from A for argon, 
to Z for zymurgy, this can be rated as a 
good dictionary and reference book, 
even though it is a bit bulky with 
padding actually extraneous to a sim- 
ple dictionary. 








ee 
Sicher flavors 
even dry bone 


Oral Anatomy. By Harry Sicher, M.D. 
Professor of Anatomy and Histology, 
Loyola University School of Dentistry, 
Chicago College of Dental Surgery. 
Illustrated. Cloth. Pp. 529. Price 
$15.00. St. Louis: The C. V. Mosby 
Company, 1949. 

Reviewed by William P. Schoen, Jr., 

B.S., D.D.S., M.D.S. 

“Oral Anatomy” is a book written 
particularly for dentists about the 
anatomic realm in which they work 
daily. It is not an altas of complete 
human anatomy but is confined to the 
head and neck. 

The volume is divided into two 
parts; part one, Descriptive Anatomy, 
has seven chapters devoted to the 
skull, muscles of the head and neck, 
temporomandibular articulation, vis- 
cera of head and neck; the blood ves- 
sels, the lymphatica and the nerves of 
the head and neck. 

The eight chapters of part two are 
devoted to regional and applied anat- 
omy. These two halves make a fine 
whole although either section by itself 
would make a fine addition to any 
dentists library and stock of knowl- 
edge. ‘The second section covers the 
palpability of the facial skeleton, 
structures and relations of the alveo- 
lar processes, anatomy of local anes- 
thesia, arterial hemorrhages and _ liga- 
tion of arteries, dental infections, 
tracheotomy and laryngotomy, tem- 
poromandibular articulation and the 
edentulous mouth. 

This work is very much like its 
author, clear and concise in its state- 
ments. Harry Sicher has that faculty 
and uses it admirably in his “Oral 
Anatomy.” He also tells his story in 
an interesting fashion so that subjects 
that have been “dry as bone” in the 


older texts, have had color and flavor 
added to them through careful writ- 
ing and the addition of interesting 
sidelights. For example, in the de- 
scription of the attachment of teeth 
he says: “The term periodontal mem- 
brane, so widely used in dental litera- 
ture, is a misleading term. If the con- 
nective tissue between the root and 
bone can be compared with any other 
type of anatomic structure, it could 
be classified only as ligament. 

“The functional elements of the 
periodontal membrane, the principal 
fibres, are fibre bundles which are 
anchored as Sharpey’s fibres in the 
cementum on the one side, in the 
bone on the other. . . . The arrange- 
ment of the fibres is, as in all liga- 
ments, correlated to the functional 
stresses, and their very existence is 
largely dependent on normal _func- 
tion.” r 

In conjunction with its excellent 
descriptive passages we find marvelous 
art work in the illustrations. ‘Twenty- 
four of these are in color, the rest 
being line and line and wash draw- 
ings. 

General practitioners will like this 
book as well as the oral specialists, 
because it discusses so many practical 
things relating to their everyday busi- 
ness. To illustrate, the section on de- 
scriptive anatomy of the teeth is as 
comprehensive as you will find in a 
book devoted exclusively to dental 
anatomy; then it also has such plus 
features as arrangement of the teeth, 
results of attrition, anamalies of teeth 
and dentition, active and passive erup- 
tion, etc. It not only is accurate in 
description and illustration but it 
points out the surgical importance of 
certain anatomic relationships, func- 
tions, blood supplies and the like. It 
is these practical pointers, written 
into the regular text as well as in the 
special section, that make this such 
an extraordinary book. 
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JOINT MEETING 


Illinois State Dental Society—Chicago 
Dental Society 


TUESDAY, DECEMBER 20, 1949 


Stevens Hotel 8:00 p.m. North Ballroom 


Subject: FEDERAL HEALTH LEGISLATION 


Speakers: HERBERT WILLS, Chicago Attorney, 


Former Secretary to Senator Robert Wagner. 


FRANCIS J. GARVEY, Secretary, Council on 


Legislation, American Dental Association. 
Mr. Wills will support the Federal Health Plan. 


Mr. Garvey will support the Profession. 


QUESTION AND ANSWER PERIOD TO FOLLOW 
DEBATE 


Audience participation encouraged 


This Will Be the Meeting of the Year. 
Plan Now To Attend! 
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PRESIDENT’S PAGE 





by John W. Green, D.D.S. 


This being the last President’s Page which will appear over my signature, I 
wish to avail myself of the opportunity to again express my gratitude to the 
membership for the privilege and honor of serving you administratively. It 
has been a busy and a happy year; one which I have enjoyed immeasurably, 
and largely because of the good will and cooperation of the officers, the com- 
miteemen and the membership-at-large. As I stated in my first official remarks 


at the beginning of the year, your confidence and respect place me in your 
debt forever. 


During this year, as in all years, many perplexing problems have presented 
themselves, the solution of which have been given careful consideration. It is 
my sincere hope that all have been resolved to the best interests of the profession. 


Numerous matters have presented and action initiated which will require 
more than one year for completion. These matters will be carried over to the 
incoming officers, and it is my ardent wish that they may receive the same 
willing and gracious cooperation that I have enjoyed. 


This being the particular season of good will among men, may that spirit 
prevade us all. That this year shall end with a very Merry Christmas and 
that 1950 shall bring a successful and happy New Year is my parting wish for 
each of you. 


517 








Study club meetings 


most successful 


The Study Club Committee of the 
Illinois State Dental Society, Dr. S. F. 
Bradel, Chairman, in conjunction with 
the Division of Dental Health Educa- 
tion of the Illinois State Department 
of Public Health conducted its second 
series of annual meetings in six of the 
seven districts of the Illinois State 
Dental Society. 

This year’s caravan began Septem- 
ber 12 with morning and afternoon 
sessions and was held at the Emerson 
Hotel in Mount Vernon, Illinois. Dr. 
M. M. Lumbattis was chairman of the 
Local Arrangements committee and 
besides planning for the schedule of 
the scientific program he arranged a 
luncheon at noon for those in attend- 
ance. The visiting wives were enter- 
tained with luncheon and were invited 
on a shopping tour of the city. Dr. 
Lumbattis is to be complimented for 
the smooth operation of this gathering. 


Dr. Calvert L. Jordan, Councilman 
of the Southern District, which district 
was host to the meeting, presided at 
the luncheon and scientific programs. 
Dr. Jordan is also to be complimented 
for the efficient manner in which he 
handled his assignments. There were 
80 in attendance. 


The caravan traveled next to Ur- 
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by Glenn E. Cartwright, D.D.S. 


bana, where the meeting was held at 
Tilden Hall, September 13. Dr. E. C. 
Thompson was chairman of the local 
arrangements. Besides planning the 
activities, which included a dinner, Dr. 
Thompson was an essayist on the scien- 
tific program. Dr. Walter W. Winter, 
councilman of the Central Eastern 
District, presided at the scientific pro- 
gram and the dinner meeting. The 
Central Eastern District sponsored this 
gathering. Doctors Thompson and 
Winter are to be complimented on 
the success of the meeting. There were 
38 in attendance. 

The third stop of the caravan was 
Springfield, where the meeting was 
held in the Elks Club. Dr. L. W. Neb- 
er, Councilman of the Central Western 
District which district was host to the 
meeting, served in a dual capacity, 
he was chairman of the local arrange- 
ments and presided at the dinner 
meeting and _ scientific sessions. Dr. 
Neber did an excellent job and is to 
be lauded for the success of the meet- 
ing. There were 46 in attendance. 

The second half of the Study Club 
program began with an afternoon and 
evening meeting with dinner and was 
held September 26 at the Pere Mar- 
quette hotel in Peoria. Dr. Russell 








Burke, chairman of the local arrange- 
ments and Dr. A. G. Orendorff, Coun- 
cilman of the Central District, did 
excellent work and contributed much 
to the efficiency of the meeting; the 
Central District put on this meeting. 
Dr. Orendorff presided at all functions. 
There were 75 in attendance. 


The caravan traveled next to Rock 
Island where afternoon and evening 
meetings and dinner were held at the 
Fort Armstrong hotel. Dr. J. S. Servine 
was chairman of the local arrange- 
ments. Dr. F. M. Helpenstell, Council- 
man of the Northwestern District, 
which district was host to the meeting, 
did an excellent job in presiding at 


all the functions. All those who were. 


in the caravan were invited to Dr. Hel- 
penstell’s home for cocktails before 
dinner. Doctors Servine and Helpen- 
stell deserve great credit for a fine 
meeting. There were 54 in attendance. 


The last stop of the caravan was 
Aurora where an afternoon and eve- 
ning meeting with dinner was held at 
the Leland hotel. Dr. John A. Zwisler, 
Councilman of the Northeastern Dis- 
trict, which district was host to the 
meeting, presided at all functions. .Dr. 
Zwisler, as always, was an excellent 
presiding officer and he said much 
credit for the success of the meeting 


was due to the efforts of the local 
chairman, Dr. P. J. Kartheiser. There 
were 91 in attendance. This was the 
largest and one of the most enthusiastic 
of all the caravan gatherings. 

The speakers were Doctors E. C. 
Thompson, of Urbana, and R. M. 
Appleman and M. Massler of Chicago. 
Each paper was an excellent presenta- 
tion of well prepared material and 
those in attendance praised highly the 
quality of the entire program. Dr. S. F. 
Bradel deserves great credit for select- 
ing such outstanding essayists. 

Doctors John W. Green and Glenn 
E. Cartwright spoke at the luncheon 
and dinner meetings on the affairs of 
the Illinois State Dental Society and 
the American Dental Association. 

The attendance in some districts was 
not what was expected while in others 
it was very gratifying.. The officers of 
the committee would appreciate an 
expression from the membership as to 
their desires concerning the continu- 
ance of the Study Club. 

The Illinois State Dental Society 
wishes to express its appreciation to 
the Public Health Department for their 
participation in the program and for 
assigning one of ‘their staff to the 
caravan. 
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HERE AND THERE 


by Gerard J. Casey, D.D.S. 





A 
Very 
Merry 
and Joyous 
Christmas to all! 
Let the festive Spirit 
of the season invade your 
home and office. Place the holly 
wreathes in every window 
and set the Christmas candle on 
the mantelpiece and let its light shed Peace on 
the household. Set the tree in 
the most prominent spot in the house. Let the 
sparkling lights of the tree reflect the light 
of inner peace within our souls. Let the tinsel and 
ornaments of the tree remind us of the stars 
of night and the music of the angels— 
“Holy Night.” Scatter the gifts for family and 
friends around the tree, and let the gifts remind us of the 
mytrh, frank-incense and gold, the gifts of the Magi! Let our 
journey to Church on Christmas Day remind 
us of the arduous days and nights of journey the Three Wise 
Men made to Bethlehem. And in our celebration of this, 
the most joyous season on earth, let us be guided by the words of 
the angels as they sang the song that 
rings down 
through the 
ages—‘‘Peace 
on Earth to Men 
of Good Will!” 
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A 
Very 
Happy and 
Prosperous New 
Year to each and every 
one! Now that a brand New 
Year lies in front of us, what shall 
be its challenge to us and what shall be 
our challenge to it? Shall we 
tread upon the paths of the New 
Year thinking in terms of the ruts of 
the old? No! Let us think UP! We shall 
set our thoughts upon the stars, and yet seek 
reasonable and attainable goals. Shall we look with a 
baleful eye on Colleague and Patient and speak in doleful 
tones? Rather, we shall keep the sparkle. of Christmas 
in our eye all year and speak only of the good 
things of our fellow man! It lightens the atmosphere 
and makes us much more pleasant. Shall we trod-our path 
solitary, alone, unyielding to anyone? This year let us stop and 
when someone wants help let us aid him in taking 
those first easy steps. Shall we keep all the nice things to ourselves? 
This year we shall tell the person to his face how well 
he can do this or how fine his children are and be sincere in our 
compliments! And most of all this year in all phases of our life— 
Keep It Fun! Let us not always be 
a harsh task 
_ master. Let 
this year of 
1950 be truly 
a Joyous, 
Happy and Prosperous New Year! 
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DECADE DIARY 


November 1939 

This month’s frontispiece is a rather stern-appearing likeness of the writer 
of these articles, who at that time was a member of the Executive Council. 
Modesty forbids more than mere mention of the glowing and highly compli- 
mentary editorial of this subject, from the facile pen of Editor oppice— 
thanks again, Harold. 

Other editorials were—(1) “Increasing Our Incomes,” which told of the 
fallacies of the then highly controversial Wagner Health Bill. (2) “Borderline 
Nutritive States,” a most interesting dietary article by Maynard K. Hine, 
with especial reference to the values of certain vitamins in our diet. (3) 
“Delinquent Dues,” commenting on the two page “ad” in this issue of a 
novel contest inaugurated by James E. Mahoney, Chairman of the Membership 
Committee, to reclaim the then 217 delinquent members. 

There were five scientific papers published, four of them delivered before 
the sessions of our Diamond Jubilee meeting last May. Needless to say, each 
article was excellent and timely. They were “The Relief of Major Trigeminal 
Neuralgia” by Roland M. Klemme; “Aphthae” by Ralph G. Larsen; “Should 
a Tooth Be Extracted While It Is Involved in the Acute Stage of an Alveolar 
Abscess” by Howard C. Miller; ‘Factors Indicating the Treatment of Cysts by 
Enucleation and Partsch Methods” by Eli Olech, and “The Application of 
Psychology to Children’s Dentistry” by D. E. Gorseline. President Boulger wrote 
an excellent page concerning our “District Meetings.” 

Among the death notices in this issue was that of Thomas L. Grisamore. 
He was one of our most prominent and outstanding members, having held 
nearly every office in the Chicago and Illinois Societies and American Dental 
Association. He “left a heritage of which any man could -be proud and 
which will redound to the benefit of the dental profession and through it to 
humanity.” 





December 1939 

The frontispiece this month was “Yuletide Greetings,” a page full of beau- 
tifully worded sentiments from the pen of President Boulger. 

The very fine scientific papers published were—(1) “Centric Relation in 
Full Denture Construction” by L. E. Kurth; (2) “Normal and Abnormal 
Healing Processes Following Extractions” by Otto Litwiller, and “Indications 
and Contraindications for Local Anesthesia” by Paul C. Salisbury. “A Prog- 
ress Report’’ of Dental Health Education in the State of Illinois, by Charles F. 
Deatherage, was published in full. 

Editorials were (a) “Pointed Question,” another editorial critical of the 
pending Wagner Health Bill. (b) “Should Dentifrices Be Given the Seal of 
Acceptance?” which questioned the wisdom of our Council on Dental Thera- 
peutics in deciding to accept Pepsodent products. (c) “Relief Fund Seals,” 
referring to articles by Arthur C. Merritt and Mary B. Meade, both published 
in this issue. Dr. Meade, in her usual clear and concise manner, told the 
membership of its shortcoming and shortsightedness in the past, and asked 
for a response this year which would be really worthwhile. 

(Merry Christmas and Happy New Year to you all from this writer.)— 
Neil D. Vedder, D.D.S. 











COMPONENTS 





CHICAGO 


Dr. George Meyer and the officers 
wish for you and those dear to you 
the Season’s Best Wishes, and hope 
that the New Year will bring real 
happiness and prosperity. May we all 
resolve that this year we will serve our 
Society better and united go forward 
to Dentistry’s greatest year. 


Talking of resolutions, each of you 
should resolve to attend the December 
meeting of the Chicago Dental So- 
ciety, to be held December 20th, at 
the Stevens Hotel. There will be a 
round table discussion of Federal 
Health Legislation in which the pro- 
ponents as well as the opponents will 
have an opportunity to present their 
arguments. The meeting will be spon- 
sored jointly by the Illinois Dental 
Society and the Chicago Dental So- 
ciety. Come, hear and learn, and 
then go to work for the hour is getting 
late when something can still be done. 
Remember the date, December 20th, 
8:00 P.M., Hotel Stevens. 


As an added reminder, DON’T for- 
get to make your hotel reservations 
for the Mid-Winter Meeting, February 
6th-9th NOW! Send them to the 
Central Office, or to the hotel of your 
choice. 


Our congratulations to Dr. Harold 
Oppice on his election to the office of 
President-Elect of the A. D. A. We 
know that he comes to the highest 
office well qualified, and will serve or- 
ganized dentistry well. We are proud 


of you, Harold. Our best wishes! 
—Elmer Ebert. 


SOUTHERN 


The first regular study club meet- 
ing was held on October 13, 1949, 
at the Community Center in Benton, 
I]linois. 


Dr. Douglas M. Lyon, faculty mem- 
ber of the St. Louis University Dental 
School, was guest speaker. He spoke 
to us on “Silicate and Amalgam Fill- 
ings” which was very interesting as 
well as instructive. 


A discussion of the speaker’s paper 
was given by Dr. Scott Dudley of 
Benton. Also Dr. Wm. Setzekorn and 
Dr. Wm. McAtee, both of Mt. Vernon, 
related some of their experiences with 
silicate and amalgam fillings while 
serving in the Army. We enjoyed 
each of these and appreciated their 
contribution to the program. 


A business meeting, conducted by 
President Hampton, of Salem, fol- 
lowed. At this time Dr. Johnson of 
Eldorado brought up for discussion a 
matter which concerned a laboratory 
technician who was constructing den- 
tures for patients. Opinions were 
given as to what the dental society 
could do in preventing this type of 
practice. A motion was made that 
the Society go on record, and in- 
structed the President to write a letter 
stating that the Society as a whole is 
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behind the prosecution of this labora- 
tory technician. 


The meeting then adjourned until 
the next study club meeting.—Glenn 
W. Ozburn. 


G. V. BLACK 


The first regular dinner meeting of 
our new season brought approximately 
45 members together at the Elks Club, 
Springfield, on October 13. At the 
business meeting, following dinner, 
Secretary A. R. King gave the first 
reading to these applications for mem- 
bership: Dr. Wilbur T. Reece of 
Springfield, Dr. Charles Norris of 
Hillsboro, and Dr. Kenneth Follmar 
of Jacksonville. Dr. Robert Booth and 
Dr. Keith Olsan were appointed by 
President Joseph V. Link to form a 
special committee to cooperate with 
the American Diabetic Society in the 
promotion of National Diabetic Week 
in accordance with a motion to that 
effect introduced by Dr. Booth. 


At the conclusion of the evening’s 
business President Link turned the 
meeting over to Program Chairman 
A. C. Buchmann who introduced the 
speaker of the evening, Dr. Ralph 
Munn. Dr. Munn gave an interest- 
ing talk on Local Anesthesia. 


We feel Dr. John Ketterer deserves 
congratulations for the great job he 
did with the many arrangements 
needed to bring to us the University 
of Illinois Telephone Extension Pro- 
gram. We hear the programs in the 
air-conditioned comfort of the Me- 
morial Hospital Auditorium. The re- 
production is as true as theugh the 
speakers were standing before us. 
Everyone is enthusiastic about the fu- 
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ture prospects of the series.—L. D. 
Lambert. 


DECATUR 


October saw the first of what may 
well be a long series of annual out- 
ings, sponsored by this district. Eleven 
of our stalwart members set forth, 
via auto, on a venture to Crab Orchard 
Lake, near Carbondale. The morning 
was a dismal one, but our lads were 
undaunted. Hereafter the details of 
this escapade are strictly hearsay, as 
your editor was not in* position to 
attend. We understand that the golf- 
ing was poor, except for those who 
could swim. The “Isaac Walton’s” 
would not let rain dampen their 
spirits, and it seems the ones with the 
most spirits to ply the guide had the 
best fishing luck. “Isaac” Winter and 
“Isaac” Goodwin seemed most adept 
at bringing home boat loads of water. 
The early rising fisherman reduced 
evening activities to Canasta, etc.; 
early to bed, you know. Two of the 
“city slickers” (Campbell and Good- 
win) saw an easy way to make expenses 
by challenging two of the “country 
boys” (Taylor and Quackenbush) to a 
fast game of Canasta. As is typical of 
this sort of story, the country boys 
were the underdogs since they knew 
nothing about the game. Our “slick- 
ers” were confident in spite of setback 
after setback, that eventual victory 
would be theirs. The final blow! Our 
champions of the big city were pul- 
verized, their morale was completely 
shattered and now the country boys 
are giving lessons. 


When the U.S. Navy heard of our 
plight in regard to a program chair- 
man, they canceled a scheduled cruise 
to the South Pacific so that Dr. Tener 











could remain with us throughout this 
season. He is doing a fine job of it, too. 
—James C. Olendorf 


WHITESIDE-LEE 


The Whiteside-Lee Dental Society 
met on September 22 at the Miami 
Lounge in Sterling. A most enjoy- 
able dinner preceded the business 
_meeting. President Harold Readel of 
Sterling presided. The main business 
of the evening was the election of new 
officers. The nominating committee 
reported, the nominations were closed, 
and the election declared unanimous 
while the nominees were still object- 
ing. As smooth a “Railroading” job 
as has been done in many a moon. 
The victims were Wilbur E. Stern of 
Dixon, Secretary-Treasurer and your 
scribe, Curt Gronner of Morrison, 
President. Wonder who would make 
a good component editor? 


Anyway, I very much enjoyed the 
speaker, Dr. A. V. Purinton of Phila- 
delphia whose topic, “Dental Econom- 
ics,’ was exceedingly well presented. 
He made higher fees, and more net, 
sound exceedingly simple and logical. 
Honestly, though, he is good. Several 
visitors came from the Northwest com- 
ponent to hear him. 


New members introduced were Dr. 
Jack Ferris of Sterling and Dr. Jerome 
J. Voss associated with Dr. R. E. Wor- 
seley of Dixon.—C. J. Gronner. 


MADISON 


The Executive Council held a sup- 
per meeting on November 2 to make 
plans for our Study Club meeting, 


possibly in February. The exact date 
depends upon the speaker. 


We wish to extend our deepest 
sympathy to Dr. H. A. Hamm whose 
wife passed away the early part of 
October after a prolonged illness. 


Just who, among the District So- 
ciety, made the Frisco meeting your 
writer has not been able to determine. 
He was there with the note book but 
failed to meet any one from the Madi- 
son District. On my return, however, 
I had received a card from our con- 
genial friend Jim Mahoney of Wood 
River. He and Mrs. Mahoney were 
driving out West and visiting inter- 
esting points. 


The Tri City group are busy with 
their Sodium Flouride treatments in 
the schools.—E. K. Vickers. 


MC LEAN 


The regular meeting and dinner of 
the McLean County Dental Society 
were held at the Illinois Hotel in 
Bloomington on November 7, 1949 at 
6:30 sharp. The program was pre- 
sented by Dr. Harry Sicher of Loyola 
University School of Dentistry. He 
spoke on the subject “Landmarks of 
Anesthesia.” See you all next year 
after a Merry Christmas and a Happy 
New Year.—Oland Johnson 


EASTERN 


This society has thirty-six members 
signed up for the University of Illinois 
Telephone Course. Arrangements were 
made by our President McMeekan to 
hold the sessions in Mattoon in the 
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WLBH radio station auditorium. A 
full house was in attendance the first 
night. The complete satisfaction of 
those present will probably entice 
more of our members to join in for 
the rest of the series. 


It was decided to continue with our 
study club this year in addition to 
the Telephone Course. The first study 
club meeting was held November 3, 
at the Hotel U. S. Grant in Mattoon. 
B. F. Gurney from C.C.D.S., Dental 
Department of Loyola University, gave 
very interesting clinics on “Recent Ad- 
vances of Sulfa Drug Therapy” in the 
afternoon and, “Recent Advances of 
Antibiotic Drug Therapy” in the eve- 
ning. The open discussion after each 
lecture was particularly informative. 
Twenty-three of our members have 
joined the study club so far. It is still 
not too late to join in—just send ten 
dollars to R. H. Griffiths, Treasurer. 
—R. H. Griffiths. 


WINNEBAGO 


Our regular October meeting was 
held on the 20th in the enlarged and 
beautifully redecorated American 
Room of the Lafayette Hotel. 


The turnout was good, the food ex- 
ceptional, and the speaker, Dr. Joseph 
Schaefer of Chicago, unusually inter- 
esting in his discussion of “Acute Oral 
Infections.” 


Everyone had a good word for the 
first meeting of the Telephone Exten- 
sion Course and we are looking for- 
ward to the second one in November. 
Our President, Sammy Oren, remarked 
that for a restless, football loving, duck 
shooting, fat chewing bunch of good 
natured dentists, the attention to the 
discussions was above criticism. 
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A committee appointment was made 
to arrange a ladies night to be held 
on December 5.—Carlton D. Reed. 


WARREN 


Members of the Knox County Dental 
Society met with members of the War- 
ren County Dental Society in the Elks 
Club in Monmouth, November 14, at 
6:30 p.m. for dinner, and to listen to 
the second of the lectures given over 
the telephone under the auspices of 
the University of Illinois. Twenty-eight 
dentists attended, some from neighbor- 
ing dental societies. 


In 1947 a broadcast was given to 
Scranton, Pennsylvania and in 1948 
six Illinois cities received the broad- 
casts, and one in Louisiana. In this 
winter series 138 cities are to receive 
the broadcasts over the telephone sys- 
tems. When the amplifiers become 
more perfected these lectures should 
become more and more popular and 
successful. 


The management asks for criticisms 
and suggestions, and this is all for the 
best, as “in the multitude of counsel- 
lors, there is safety.” 


There may be a tendency for the 
speaker to speak too loudly, and too 
rapidly, for the best results, and the 
amplifiers also should be tuned neither 
too loud nor too low in voice. As the 
Germans say “lamgsam und doitlich” 
meaning in English: “slowly and dis- 
tinctly.” 


The efforts are good and should be 
perfected.—H. W. McMillan 


ROCK ISLAND ; 


Another of the series of “telephone 
clinics’ came over the wire on Novem- 

















ber 14, the point of reception being 
the Ft. Armstrong Hotel in Rock Is- 
land. About thirty members of the 
society were in attendance, not all sub- 
scribers to the course; we felt that all 
members of our Component Society 
should have the opportunity to hear 
one of the sessions and then decide 
whether or not they care to “kick in” 
for the remaining numbers. The recep- 
tion was good, as was the attention and 
response, and we feel that we are get- 
ting something worthwhile. The bit of 
banter and repartee that goes on 
around the clinician’s round-table adds 
zest to a type of program that could 
become dull and listless without it. 
Personally, I got a “bang” out of Dr. 
Posner’s ready wit and colloquial ex- 
pressions, e.g. his answer to the ques- 
tion of what causes dry sockets and 
how to avoid them. Looks like the 
good old days (?) of the blacksmith 
or strong-man in the role of an exo- 
dontist is rapidly nearing an end—or 
is Dr. Posner just a little guy like I 
am, who couldn’t pack the necessary 
wallop to shatter the masticatory pro- 
cess by brute strength, hence has to 
perform a “surgical” when the going 
gets tough. If you like to dig out root 
tips, don’t take Dr. Posner’s tip on 
how to avoid broken roots and frac- 
tured alveolar process. 


It has been well said that “fear of ° 


pain is the greatest single factor in 
keeping patients away from the dental 
office.” Hence the removal of that fear 
can attract more patients to your office, 
and it behooves all of us to learn all 
the factors associated with pain and its 
alleviation. The practice of dentistry 
today is certainly happier and easier on 
the nervous system than it was some 
30 years ago, thanks to men such as 


these who presented this last sym- 
posium.—C. W. Motz 


DENTAL ASSISTANTS 


Greetings to our new local society. 
Fox River Valley joined our group and 
we all send congratulations and best 
wishes to our new component. 


The group held its first meeting on 
August 10, 1949, at the Baker Hotel in 
St. Charles, at which time the follow- 
ing officers were elected and installed: 
Dorothy Dickman, Elgin, president; 
Barbara LaDue, Aurora, vice _presi- 
dent; Mary Brady, Wheaton, secretary, 
and Carol Henderson, Geneva, treas- 
urer. Greetings from our local, state 
and national organizations were pre- 
sented by our state president, Marion 
Wishart; state secretary, Joan James, 
and Lola Berg substituted for our 
Sixth District trustee, Marie Johnson, 
who was unable to attend. Our state 
president acted as conducting officer 
and the membership chairman, Edith 
Smith, was the conducting officer. 


The highlights of the evening were 
the guest speakers, Dr. Ralph W. 
Muchow, of Elgin, and Dr. R. W. 
Sandquist, of St. Charles. Miss Janet 
Benson spoke on education and certifi- 
cation. 


Plans for our state meeting to be 
held during the Ghicago Midwinter 
Meeting are now in progress and from 
all indications this will be quite an 
affair. Will tell you more about the 
program in the next issue of the 
JournaL.—Ruth G. Bates, Publicity 
Chairman 
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CHICAGO DENTAL SOCIETY 
ANNUAL 
MIDWINTER MEETING 


Stevens Hotel February 6, 7, 8, 9, 1950 


Plan Now To Attend! 














CLASSIFIED ADVERTISING 


RATES: $2.50 for 30 words or less, addi- 
tional words 3 cents each. Minimum 
charge is $2.50. Use of key number is 50 
cents additional. Copy must be received 
by the 20th of each month preceding 
publication. Advertisements must be 
paid for in advance. 


THE ILLINOIS DENTAL JOURNAL 
6355 Broadway Chicago 40 
AMbassador 2-3252 











~ Wanted. 











For Rent. Dental office with an estab- 

lished high class practice on Chi- 
cago’s South Side. An excellent oppor- 
tunity for one filling requirements. 
Prefer a man who has been established 
for a time and might wish to make a 
change, still retaining his own practice. 
Purchase of present equipment is op- 
tional. Reply should give all informa- 
tion. Address ID] #51, THE ILLinots 
DENTAL JOURNAL, 6355 Broadway, Chi- 
cago 40, Illinois. 
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For Sale. Dental office and equipment. 

Unit, chair, cabinet, X-ray, sterilizer, 
etc. All Ritter. Furnished waiting 
room. Only dentist in town. Popula- 
tion 1,200. Must be seen to be appre- 
ciated. Priced right. Dr. George C. 
Fortelka, Nauvoo, Illinois. 


Illinois location or associa- 

tion. Exodontist, Prosthodontist or 
Dental Surgeon. Address ID] #50, THE 
ILLINOIS DENTAL JourNAL, 6355 Broad- 
way, Chicago 40, Illinois. 


For Sale. Well equipped and well lo- 

cated dental office with substantial 
practice of near twenty years standing. 
Located in city of over 25,000 in Illi- 
nois. Very desirable city in which to 
practice and live. Health reason for 
selling. Address IDJ #52, THe ILLinots 
DENTAL JOURNAL, 6355 Broadway, Chi- 
cago 40, Illinois. 
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Dentistry in Public Health, Walter J. 
Pelton and Jacob M. Wisan. 
(Book Review) 510 


Dewey, Martin. Practical Orthodontics. 
(Book Review) 22 

Diagnostic Oral Roentgenology. Wil-- 
liam E. Durbeck. (Book Review) 
508 

Dresen, O. M.AII About Full Dentures. 
48 


Durbeck, William E. Diagnostic Oral 
Roentgenology. (Book Review) 
508 

E 

Ebert, Elmer. Midwinter Meeting. 35 

Editorials. 
A.D.A. Meeting. 427 
A.D.A. Meeting in October. 275 
A.D.A. Relief Fund. 69 
Approved Insurance. 125 
A Story for Patients. 225 
Book Review Issue. 427 
Chicago Midwinter Meeting. 31 
Compulsory Health Insurance. 178 
Dentists Foster Illegal Laboratories. 

274 
84th Chicago Meeting Excellent. 95 
Emergency Patients. 426 
Fortnightly Review Cover. 375 
Illinois Train to California. 179 
It’s Not Too Late. 124 
Journal Drops Hem. 31 
Meetings. 426 
Miss Assistant Take a Letter. 426 
Missing the Boat. 68 
Mouth Cancer. 466 
New Column Suggested. 69 
90th A.D.A. Meeting. 375 
Orchids to Saturday Evening Post. 94 
Our Insurance Plan. 95 
Polite Fun, The. 124 
Red-Feather Months. 427 
Sixth Book Review Issue. 31 
Sparrow Brings Mail. 374 
State Sickness and Accident Insur- 
ance. 179 











Survey Coming in April. 125 
Telephone Extension Course. 466 
Thanks to Friends. 94 
What Are We Arguing About. 374 
Your Vacation. 275 
Ennis, LeRoy M. Dental Roentgenol- 
ogy. (Book Review) 503 
F 
Federal Health Legislation. William E. 
Mayer. 222 
Federal Insurance. William E. Mayer. 
185, 267, 430 
First Class Mail. 150 


G 

Gabel, Arthur B. The American Text- 
book of Operative Dentistry (Book 
Review) 18 

Gallagher, Walter Neal. Complete Den- 
tal Review (Book Review) 27 

Garvey, Frances J. Congressional 
Health Bills. 258 

Ginn, James T. Review of Dentistry. 
(Book Review) 511 

Godfrey, R. J. A Manual of Remov- 
able Partial Denture Design. 
(Book Review) 20 

Goldman, Henry R. Periodontia. (Book 
Review) 493 

Gottlieb— Collier’s Story Premature. 66 

Green, John W. 

President’s Address. 213 
President’s Page. 30, 47, 96, 121, 175, 

272, 450, 517 

Grossman, Louis. |. Handbook of Den- 
tal Practice. (Book Review) 496 


H 


Handbook of Dental Practice. Louis I. 
Grossman. (Book Review) 496 
Hawley, Paul R. Health Insurance. 459 
Health Insurance. Paul R. Hawley. 459 
Health Legislation. Edward H. O’Con- 

nor. 249 


Herbert, W. E. and J. B. Parfitt. Oper- 
ative Dental Surgery. (Book Re- 
view) 500 


Here and There. Gerard J. Casey. 70, 
180, 226, 378, 428, 520 

Hill, Thomas J. A Textbook of Oral 
Pathology. (Book Review) 496 

How to Become a Doctor. George R. 
Moon. (Book Review) 492 


Hydrocolloid Technic. Kenneth A. Big- 
nell. 163 


Illinois Prevention Program. John E. 
Chrietzberg. 363 
Illinois State Dental Society. 
Annual Meeting. 63 
Annual Meeting Success. 207 
Executive Council Meets. 45 
Illinois Representatives for 
A.D.A. Meeting. 122 
1949 Annual Meeting. 38 
San Francisco Welcomes A.D.A.— 
Illinois State Society Arranges 
Special Train. 177 
State Accepts Insurance. 64 


1949 


Internal Medicine in Dental Practice. 
Bernard I. Comroe, Leon H. Col- 
lins, Jr. and Martin P. Crane. 
(Book Review) 501 

In the Dentist's Office. G. Archanna 
Morrison. (Book Review) 499 

Introduction to the History of Dentis- 
try. An. Bernhard Wolf Weinber- 
ger (Book Review) 12 


Irwin, Vern D. and Netta W. Wilson. 


Teaching Outlines. (Book Re- 
view) 17 
J 
Jacob, L. H. Elected Illinois Trustee. 
447 
K 


Kellner, Carl E. and Raymond C. Tru- 
ex. Detailed Atlas of the Head and 
Neck. (Book Review) 15 

Kesel, Robert G. Dental OK Suggested 
for Grade School Promotion. 92 

Kirkwood, J. B. British 
Dentistry. 270 


Nationalized 
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L 
Lactobacillus and Fluorine Report. John 
E. Chrietzberg. 61 
Leicester, Henry M. Biochemistry of 
the Teeth. (Book Review) 501 
Levy, Irwin Robert. A Text-Book for 
Dental Assistants. (Book Review) 
22 
M 


Mahoney, JamesE. Raise in Dues. 34 
Mallett, Stephen P. and Philip H. 
White. Management of Hemo- 
philia. 412 
Malocculsion. Richard C. Thometz. 169 
Management of Hemophilia. Philip H. 
White and Stephen P. Mallett. 418 
Manual of Removable Partial 
Design, A. R. J. Godfrey. 
Review) 20 
Many Use State Lab. John E. Chrietz- 
berg. 61 
Mayer, William E. 
Federal Health Legislation. 222 
Federal Insurance. 185 
Health Insurance. 267 
Progress Report. 430 
McCall, John Oppie. Practical Dental 
Assisting. (Book Review) 28 
Medical Etymology. O. H. Perry Pep- 
per. (Book Review) 495 
Midwinter Meeting. Elmer Ebert. 35 
Modern Literature. Little Author What 
Now. Samuel M. Steward. 4 
Moon, George R. How to Become a 
Doctor. (Book Review) 492 
Morrison, G. Archanna. In the Dentist’s 
Office. (Book Review) 499 


N 


National Children's Dental Health Day. 
Hugh M. Tarpley. 29 

New Gould Medical Dictionary. (Book 
Review) 514 

Noyes, Frederick Bogue. Oral Histology 
and Embryology. (Book Review) 
24 
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Nuckolls, James, and Robert C. Zeisz. 
Dental Anatomy. (Book Review) 
504 ' 
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O'Connor, Edward H. Health Legisla- 
tion. 249 

Operative Dental Surgery. J. B. Parfitt 
and W. E. Herbert. (Book Re- 
view) 500 

Operative Preventive Dentistry. William 
E. St. John. 370 


Oppice, Harold W. President - Elect of 
A.D.A. 445 


Oral Anatomy. Harry Sicher. (Book 
Review) 515 
Oral and Dental Diagnosis. Kurt H. 


Thoma. (Book Review) 507 

Oral Bacterial Infection. Lyon P. Strean. 
(Book Review) 512 

Oral Histology and Embryology. Fred- 
erick Bogue Noyes (Book Re- 
view). 24 

Oral Histology and Embryology. Balint 
Orban. (Book Review) 509 

Oral Surgery. Kurt H. Thoma (Book 
Review) 25 

Orban, Balint. Oral Histology and Em- 
bryology. (Book Review) 509 

Outline of Bacteriology. Evelyn B. Til- 
den (Book Review) 26 

P 

Parfitt, J. B. and W. E. Herbert. Oper- 
ative Dental Surgery. (Book Re- 
view) 500 

Partial Dentures R. M. Appleman 451 

Pelton, Walter J., and Jacob M. Wisan. 


Dentistry in Public Health. (Book 
Review) 510 


Pepper, O. H. Perry. Medical Etymol- 
ogy. (Book Review) 495 
Periodontia. Henry M. Goldman. (Book 
Review) 493 
Philip Sparrow. 
A Modest Proposal 276 
On Getting to Be Forty. 182 











On Misplaced Eyebrows. 32 
On Table Manners. 126 
On Time Saving Devices. 72 

On TV. 228 

Practical Dental Assisting. John Oppie 
McCall (Book Review) 28 


Practical Orthodontics. Martin Dewey. 
(Book Review) 22 
Preliminary Program. 85th Annual Meet- 
ing Illinois State Dental Society. 97 
President's Address. John W. Green. 213 
President's Page. John W. Green. 30, 
47, 96, 121, 177, 272, 450, 517 
Prosthetic Dentistry. F. Winston Crad- 
dock (Book Review) 23 
R 
Raise in Dues. James E. Mahoney. 34 
Rapp, Gustav Wm. Chlorophyll: The 
Green Wonder Drug. 405 
Reading Advice from a Dental Librarian. 
Rosemary Caldwell. 8 
Resolution Suggests Oppice as A. D. A. 
President. 106 
Review of Dentistry. James T. Ginn. 
(Book Review) 511 
S 
Sicher, Harry. Oral Anatomy. 
Review) 515 
Steward, Samuel M. Modern Literature. 
Little Author What Now? 4 
St. John, William E. Operative Preven- 
tive Dentistry. 370 
Strean, Lyon P. Oral Bacterial Infec- 
tion. (Book Review) 512 
Sullivan, Lawrence. The Case Against So- 
cialized Medicine. (Book Re- 
view) 19 
Surgery of the Mouth and Jaws. J. R. 
Bourgoyne. (Book Review) 513 
T 
Tarpley, Hugh M. Council on Dental 
Health. 85 


Teaching Outlines. Vern D. Irwin and 
Netta W. Wilson (Book Review) 
17 


(Book 





Text-Book for Dental Assistants, A. Irwin 





Robert Levy (Book Review) 22 


Textbook of Oral Pathology, A. Thomas 
J. Hill. (Book Review) 496 

Theory and Practice of Crown and Bridge 
Prosthesis. Stanley D. Tylman. 
(Book Review) 16 

Thoma, Kurt H. Oral Surgery (Book 
Review) 25. Oral and Dental 
Diagnosis (Book Review) 507 

Thometz, Richard C. Malocclusion. 169 

Tilden, Evelyn B. Outline of Bacteriology 
(Book Review) 26 

Trapozzano, Vincent R. A Comprehen- 
sive Review of Dentistry. (Book 
Review) 497 

Truex, Raymond C. and Carl E. Kellner. 
Detailed Atlas of the Head and 
Neck (Book Review) 15 


Tylman, Stanley D. Theory and Practice 
of Crown and Bridge Prosthesis 
(Book Review) 16 


V 
Vedder, Neil D. Decade Diary. 90, 184, 
273, 433, 522 
Ww 
Weinberger, Bernhard Wolf. An Intro- 


duction to the History of Dentistry 
(Book Review) 12 


White, Philip H. and Stephen P. Mal- 
lett. Management of Hemophilia. 
412. 

Wilson, Netta W. and Vern D. Irwin. 
Teaching Outlines (Book Re- 
view) 17 

Wisan, Jacob M., and Walter J. Pelton. 


Dentistry in Public Health (Book 
Review) 510 
Y 
Year Book of Dentistry. 1948. (Book 


Review) 511 


Z 


Zeisz, Robert C., and James Nuckolls. 
Dental Anatomy. 
504 


(Book Review) 
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Dentute 
repairs are generally 
broken tooth repairs. 


MICROMOLD PORCELAIN TEETH 
eliminate this patient 
inconvenience. 











Iu Winots 
you can secere MICROMOLD TEETH 
from the following laboratories 


ANNEX DENTAL LABORATORY 


25 East Washington Street Chicago, Illinois 
ASSOCIATED DENTAL LABORATORIES, INC. 
404 South Sixth Street Springfield, Illinois 
AUSTIN PROSTHETIC LABORATORY 
5944 West Madison Street Chicago, Illinois 
BERRY-KOFRON DENTAL LABORATORY 
409 North Eleventh Street St. Louis, Missouri 
L. B. CRUSE DENTAL LABORATORY 
1070 Citizens Building Decatur, Illinois 
EH R H A RD T & Cc @.3? A SF 
32 West Randolph Street Chicago, Illinois 
FREIN DENTAL LABORATORY 
3531 Lindell Boulevard St. Louis, Missouri 
HOOTMAN DENTAL LABORATORY 
Rockford Trust Building Rockford, Illinois 
JOSEPH E. KENNEDY COMPANY 
7900 South Ashland Avenue Chicago, Illinois 


KRAUS DENTAL LABORATORY 


Jefferson Building Peoria, Illinois 
RAY R. LAWRENCE DENTAL LABORATORY 
36!/5 North Vermilion Street Danville, Illinois 
OTTAWA DENTAL LABORATORY 
817 Columbus Street Ottawa, Illinois 
SATISFACTION DENTAL LABORATORIES 
Professional Building Elgin, Illinois 
L. A. SCHMITT DENTAL LABORATORY 
824 Maine Street Quincy, Illinois 
STANDARD DENTAL LABORATORIES 
225 North Wabash Avenue Chicago, Illinois 


H. SWIGARD DENTAL LABORATORY 
Graham Building Aurora, Illinois 


UPTOWN DENTAL LABORATORY 
4753 Broadway Chicago, Illinois 











More and more of our customers prescribe LUXENE 44 


for all of their cases. 
They have found out from experience that:- 
(a) LUXENE 44 dentures fit better. 
(b) These dentures rarely, if ever, break. 
(c) Rebasing is reduced. 
(d) Raised bites have been virtually eliminated. 
they know it pays 
to prescribe 
Luxene 44 dentures... 
pressure cast by— 





FREIN Sead Laboratory, Iuc. 


3531 Lindell Blvd. Jefferson 4339-40 


St. Louis 3, Mo. 
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CONTROLLED 
PARTICLE 


SIZE makes KADON as easy to 
manipulate as cement or silver alloy 





In DEVELOPING Kapon, Caulk research men real- 
ized that dentists wanted a restorative material with 
the chemical characteristics of a resin... and at the 
same time a material as easy to prepare as cement 
or alloy. 

To produce such a material was not easy. It repre- 
sented, in fact, a distinct departure in resin chem- 
istry. It required years of research, innumerable 
experiments. Caulk employees themselves acted as 
volunteers in clinical tests. 

PARTICLE SIZE was found to be an essential factor. 
Spherical particles, common to other dental resins, 
failed to produce desired results. Development of a 
new method ...a method of producing particles of 
smaller size and of hetero- 
geneous contour... helped 
greatly in making Kapon 
what it is today: Caulk’s 
most significant contribu- 
tion to restorative dentistry. 








The KADON Package—$4] 


ADON 


RESIN FOR RESTORATIVE DENTISTRY 


The L. D. CAULK CO. 


Marshall Field Annex Building—25 East Washington Street 
Chicago 2, Illinois 




















RELIANCE 


RELIANCE 


For Those Discriminating Dentists 


QUALITY OF MATERIALS 
WORKMANSHIP 


EXPERIENCE 


TRY US—BE CONVINCED 


Box 503, Main Post Office 


Saint Louis, Missouri 


ACCREDITED BY THE AMERICAN DENTAL ASSOCIATION 
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HAVE YOU 
REQUESTED 
YOUR COPY? 


This —______.__.», 
important ———_» 
Dr. Grant 

Report +2 ————»> 
gives you facts ——» 
and figures —_—____» 
about chrome alloys 


that you need. ———_» 








It’s interesting, different and factual. Page 4 alone gives 
you information that you just can’t pass up. Request this 
Dr. Grant Report #2— published by TICONIUM, 413 No. 
Pearl Street, Albany, N. Y. You can get your copy from 
your local Ticonium laboratory or from the above address. 














CAMPBELL DENTAL LABORATORY, 322 Illinois Building, Champaign, Illinois 


DENTAL ARTS LABORATORY, Jefferson Building, Peoria, Illinois 
McINNES DENTAL LABORATORY, 908 Talcott Building, Rockford, Illinois 
MILTON DENTAL LABORATORY, 320 E. Adams St., Springfield, Illinois 





Luxene Selected 


Laboratories in Illinois 


Standard Dental Labs. of Chicago, Inc. 
225 North Wabash Avenue, Chicago 
Uptown Dental Laboratory 
4753 Broadway, Chicago 
Associated Dental Laboratories, Inc. 
404 South Sixth Street, Springfield 
Austin Prosthetic Laboratory 
5944 West Madison Street, Chicago 
Campbell Dental Laborato 
322-323 Illinois Building, Champaign 
Linn B. Cruse Dental Laboratories 
Citizens Building, Decatur 
Ehrhardt and Company 
32 West Randolph Street, Chicago 
K. C. Erickson Dental Laboratory 
517 Second National Building, Freeport 
Hootman Dental Laboratory 
811 Rockford Trust Building, Rockford 
Illinois Dental Laboratory, Inc. 
225 North Pulaski Road, Chicago 
J. E. Kennedy Dental Laboratory 
7902 South Ashland Avenue, Chicago 
Kraus Dental Laboratory 
640 Jefferson Building, Peoria 
Ray R. Lawrence Dental Laboratory 
36% North Vermillion Street, Danville 
Oral Art Laboratory, Inc. 
25 East Washington Street, Chicago 
Ottawa Dental Laboratory 
817 Columbus Street. Ottawa 
Satisfaction Dental Laboratories 
204-208. Professional Building, Elgin 
L. A. Schmitt Dental Laboratory 
824 Main Street, Quincy 


South Shore Dental Laboratory 
1525 East 53rd Street, Chicago 








FRACTURED DENTURES ANNOY 
THE PATIENT, THE DENTIST, 
AND THE LABORATORY 


Clinical records based on thousands and thousands of practical 


cases reveals that the incidence of breakage of “LUXENE 44” 


dentures, all types, compared with dentures processed in other 


materials, is on the ratio of one to 50. 








LOOK MODERN — 
BE MODERN 


MASTER UNIT 
AND 


MOTOR CHAIR Our Office Planning Service is free... 


Consult your local dealer or write direct. 


THE S.S.WHITE DENTAL MFG. CO. 


55 E. Washington Street Jefferson and Fulton Streets 
CHICAGO 2, ILLINOIS PEORIA |, ILLINOIS 
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Your Receivables Have 
Suffered A Set-Back! 2 


Every doctor should immediately examine his accounts 


Calling All Doctors, 


receivable. A thorough diagnosis is certainly in order 
promptly after due date. If some of your accounts are 


suffering from “slow collectibility” they should be 





receiving treatnient while they still will respond. 
COLLECTIBILITY OF ACCOUNTS—Based On Age 


Accounts 60 days past due are 93% collectible. Accounts 1 year past due are 40% collectible. 
Accounts 90 days past due are 85% collectible. Accounts 2 years past due are 25% collectible. 
Accounts 6 months past due are 70% collectible. Accounts 3 years past due are 18% collectible 


Accounts 5 years past due are practically lost. 


1000 DOCTORS 


HOSPITALS AND CLINICS 


By ye ip : 
OF OUR ETHICAL COLLECTION SERVICE 


* NOT A COLLECTION AGENCY-—AII 
Monies paid directly to. you. 


* RETAINS GOOD WILL—Methods are 
ethical, courteous and effective. 
PROFESSIONAL CREDIT 

PROTECTIVE BUREAU 


Division of The I. C. System, 
310 Phoenix Bidg., Minneapolis, Minn. 
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Further Inquiry Invited— 
FILL OUT AND MAIL COUPON NOW 


Professional Credit Protective Bureau 
310 Phoenix Building 

Minneapolis, Minn. 

Gentlemen: 

A National Organization ... Without obligation, please send complete information 
regarding this service. 


over 50 trade and professional Name_ oa 
associations from coast to coast. Ajiilass 

Write for references of service in Tak MEE SE DS aS ip ea 

your area. City ___._Zone__State___ 





& 
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Offered and recommended by & 
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Something New--- 
Something Right Up to Now! 


W: ARE mailing all of our 


Crystolex, Lucitone and 
Vernonite Dentures to you 
in water, sealed in an un- 
breakable resin pouch. 


It is a well known fact that 
any and all Acrylic Resin 
Dentures, if allowed to dry 
out over a long period, will 
change shape or warp. So, 
in order to give you the best 
possible results, and best fit, 
or adaptation, we are ship- 
ping your dentures in a resin 
sack containing water. 


We pack all of our dentures 
in the Pouch using an Anti- 
septic Solution. This insures 
your denture reaching you 
free from Bacteria Life. 
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T. M. Crutcher Dental Laboratory 


INCORPORATED 
640 South Third Street Box 626 LOUISVILLE |, KY. 





REASONS WHY We meee 
SEND YOU A BIGGER CHE ‘ 
FOR YOUR DENTAL SCRAP- 


WE BUY THE METALS for our own manufacturing 


use— and consequently can afford to pay top market 
prices at all times. 


~ 
ss ACCURATE SCIENTIFIC ASSAY with most modern 
= 






equipment—backed by 80 years’ experience—determines 
maximum values, and eliminates the human element 
present in ordinary estimates, on grindings, filings, 
polishings and sweeps. 


CROWNS ¢ BRIDGES 
INLAYS * AMALGAM 
GRINDINGS ¢ POLISHINGS 
SWEEPINGS ¢ FILINGS 
CLIPPINGS * PLATINUM make maximum payment. 


MAXIMUM REFINERY RECOVERY of metals ordinarily 
lost in the form of smoke, vapors, or gases, enables us to 






MIDDLEMAN’S PROFIT is eliminated; we pay you 


vy direct—and in full. 
ail Our Check Mailed Promptly—Or New Gold in Exchange 


if You Prefer, 


<= GOLDSMITH BROS. SMELTING & REFINING CO. 


EST. 1867 109 N. Wabash Ave., Chicago 74 W. 46th St., New York 
Michigan Bidg., Detroit 
PLANTS: CHICAGO - NEW YORK + TORONTO 
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With keen appreciation of your patronage 


during the past year, we of Standard Den- 
tal Laboratories extend to you Season’s 
Greetings and sincere good wishes for a 


happy and prosperous New Year. 


The STANDARD DENTAL LABORATORY 
OF CHICAGO, INC. 
225 N. Wabash Avenue, Chicago, Illinois DEarborn 2-6721 
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Prescribe 


“lle PERIDENTAL 
TOOTH BRUSH 
IT FULFILLS Seerg PROFESSIONAL 
Se REQUIREMENT  =—_. 
THE JOHN oO. BUTLER COMPANY 
540 N. LAKE SHORE DRIVE - _ CHICAGO 11, ILL. 










ASK ABOUT THE DR. BUTLER SPECIAL XMAS OFFER 








For the desk of Dr 
ILLUSTRATIONS 


MECHANICS OF reorn ARRANGEMENT SENT ON REQUEST 











Crescent Universal Anatomical Articulator Crescent Dental Mfg. Co. ieee 
Prices comparable to plain line articulation. 





Ww. L Sibi Sentatalien 
Full and partial dentures in balanced and functional occlusion. 
1714 S. Ashland Ave. LABORATORY TECHNICIANS Chicago 8—Established 1917 


Upon receipt of preparatory work, we guarantee completed restorations; delivered to your office. 
One Block from Post Office for Out of Town Mailing. 








VEGUN AL SP ROTFECELON 


THE 
MEDICAL PROTEGTIVE COMPANY 


FORT WAYNE. INDIANA 


CHICAGO: T. J. Hoehn, E. M. Breier and W. R. Clouston, Representatives, 
1142-44 Marshall Field Annex Bldg., Tel. State 2-0990 
ROCHESTER: F. A. Seeman, Representotive, Tel. Rochester 5611 














Fact No. 7 


About The 
ILLINOIS STATE 


DENTAL SOCIETY'S 
Group Accident and Health 


Insurance Plan 





Total Disability Coverage Is Not 
Restricted to inability to perform 
“any” occupation ... just “your 
occupation.” 


For All the Facts .... 
WRITE OR PHONE 


Parker, Aleshire & Co. 


175 W. Jackson Blvd. 
Chicago 4, Ill. Tel. WA 2-101! 














GIVE TO 


THE A.D.A. 


RELIEF 
FUND 








THE 
Officially Recognized 


Dentifrice* 


rears 
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amMontaTee 


AMMONDATED 








AMMONIATED 
TOOTH POWDER 


* The Council on Dental Thera- 
peutics of the American Dental 
Association has accepted Amurol 


Tooth Powder for clinical trial. 
4. A.D. A., Dec. = 705-706 


Controlled clinigal evidence proves 
the therapeutic potential of Amurol. That 
is why it merits the professional acclaim 
given it... and why, when patients ask 
you what dentifrice they should use, you 
can say ““Amurol” with full confidence. 


‘Licensed by the University of Illinois Foundation.” 





May we send you professional les? 
Simply enclose your card and mail your ‘Tequest to: 


AMUROL PRODUCTS COMPANY 
410 S. Michigan Avenue, Chicago 5, Illinois 








“See your dentist 
twice a year. 





ORNL 


Twenty years ago Pepsodent created 
this slogan...a slogan which has 
been repeated literally billions 
of times in Pepsodent’s advertising 


to the American people. 





DIVISION LEVER BROTHERS COMPANY 












What other € Shristmas present 


can you name that... 








Finke 6 b> 


»-. you wouldn’t want to exchange ... Comes in so handy on rainy days 





.» hever wears out .-. keeps increasing in value 


.-. 1S $O quick and easy to buy = (Ba 8. mee 
_ ««. pleases everyone on your list ° 
AND ... gives itself all over again Savings ‘ponds 
(with interest) ten years later? 
Automatic Saving is Sure Saving 


® Contributed by this magazine in co-operation with the Magazine Publishers of America as a public service. 














Function and Esthetics 
improved with Precise 
FLEXSEAL Pre-forms 


precise fit and adaptation 


Always a goal of Austenal Research has been that of 
improving the fit and adaptation of Vitallium cast 
partials. First ic was the world-renowned Microcast 
Process, and then Flexseal precise pre-forms, both 
original developments of Austenal Research, which 
pioneered in bringing you finer, more precise cast- 
ings, excelling in fit and adaptation. 


prescribe 
#An Original Development * bd e 
of Austenal Research — 
Proved in Surgery. 
cast partials 


PROCESSED ONLY BY YOUR VITALLIUM LABORATORY 
SETTING THE PACE IN LABORATORY PROSTHETICS 


JPAERRY- KOFRON 


Dental Laboratory Co. 


407 N. ELEVENTH STREET 
SAINT LOUIS, MISSOURI 





ACCREDITED BY THE AMERICAN DENTAL ASSOCIATION 
Member of Missouri State Laboratory Association 
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YOU are 3 
accustomed to the FINEST, so 


ED 


You use the finest equipment because 
you appreciate quality. ..and because 
it is not only impressive but contrib- 
utes much to operative procedures. You 
employ fine instruments and materials. 

The same reasoning leads many den- 
tists to use Nobilium, the Aristocrat of 
Chromium Alloys for their partial and 
full dentures. Nobilium is STRONG 
and extremely light... which means 
that bars and clasps can be cast thin- 


NOBILIUM PRODUCTS, INC. 


125 No. Wabash Ave., Chicago 2, Ill. 
1612 Market St., Philadelphia 3, Pa. 





ner than ever before, displace less oral 
area, are more comfortable to wear. 
Nobilium is resilient; clasps may be 
adjusted without fear of breakage. Oth- 
er distinct advantages include a lustre 
that lasts, the assurance of aesthetics 
and a pleasant feeling in the mouth. 

You enjoy quality; your patients like- 
wise deserve the finest... Give them 
Nobilium restorations processed by your 
preferred laboratory. 


the Aristocrat 
of Chromium 
Ailoys 








LTRST in mouth Comfort! 


Vtaeum on 


Lighter in weight- 8 19 tan tn a US PO 
Specific Gravity 


Because of their lighter weight, Vitallium cast partials 
are kinder on abutments. Because of their strength and 
toughness, less metallic bulk is needed in the mouth. Now 
cast with precise Flexseal pre-forms, another original 
Austenal Research development, Vitallium removables 
excel more than ever before in fineness and lightness. 


ee 


#An Original Development * 
of Austenal Research — 
Proved in Surgery. 


cast partials 


PROCESSED ONLY BY YOUR VITALLIUM LABORATORY 
SETTING THE PACE IN LABORATORY PROSTHETICS 
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COREGA CHEMICAL COMPANY 
208 St. Clair Ave., N. W., Cleveland 13, Ohio 
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DEGREE of 


WITH PLATINIZED GOLD you are assured of 
physical properties that insure proper func- 
tion and service of a lasting degree. 


THE BEST INSURANCE for success is the slight 
added cost of quality material because it is 
secondary even in the most extensive restora- 


tion. 


You WILL FIND it true economy to use and 


specify DEE GOLD to your laboratory. 
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